





LIFT YOUR DIL PROFITABRALY 











GET THE FACTS ABOUT 
THIS MODERNIZED EQUIPMENT 


LEE €. MOORE & CO. Inc., TULSA - PITTSBURGH 


DALLAS HOUSTON HENDERSON KILGORE LONGVIEW MIDLAND ODESSA PAMPA 
WICHITA FALLS, TEXAS McPHERSON WICHITA, KANSAS 


STOCKS IN ALL ACTIVE FIELDS 












HOW TO REDUCE 
POWER COSTS 


as mucH AS 8O% 


ON YOUR ROTARY RIGS 










OU can cut your power costs for 
\ drilling by using G-E induction- 


motor drive. Drilling companies who 





have changed to this equipment re- 






port savings in some cases of as much 






as 80 per cent in power costs alone 






with average daily power costs cut to 






approximately $20. That’s real econ- 








omy! 





In addition to this actual power-cost 


reduction, G-E electric drive offers many other features that will cut 






your drilling costs, including: 
1. DEPENDABILITY that reduces shutdowns and costly repairs 







2. PORTABILITY that cuts moving costs, because there is less material to 
transport 






3. FLEXIBILITY —power is immediately available; motors are started 
and stopped by the throw of a switch 






4. HIGH SALVAGE VALUE, because of longer life and less-frequent 


replacements 





G-E magnetic control for draw works allows the driller complete speed 





control and automatically operates to permit maximum starting torque 






and fast acceleration. Adjustable, definite-time accelerating relays 






minimize line disturbance and motor heating. 












Write or call the nearest G-E sales office to-day. A G-E oil-well 





specialist will show you, without 






obligation to you, definite proof of 












the savings which you can make. 








OVAL — G-E 200, 65-hp. 


P General Electric. Schenectady, 
u ound-rotor induction ¢ 


New y ork. 


motor driving the draw 






works ona Santa Rarbara, 
Calif., ocean pier for the 
Pacific Western Oil Co. 















ABOVE 
netic control for the drill- 


This G-E mag- 













ing motor shown above is G-E 75-hp. motor driving a mud pump at 


lo« ated ina portablemetal the Santa Barbara well, showing steel- 
house about 100 feet from skid mounting for easy transportation 


the derrick 
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Keystone View Photo 


SOME BATTING AVERAGE! 





* in the East Texas 


Successful experience with ‘Incor’ 
field and elsewhere resulted in its use on 673 wells in the Conroe field. 


_The ‘Incor’ Cement used in these wells represented 92% of all sub-sur- 


face consumption in that field. #Reg. U. S. Pat. Off. 





‘INCOR’ 24-Hour Cement 


The Oil Weekly, August 20, 1934 
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B:) and the Leader / 


The original core drill for coring oil wells on a com- 


| The Pioneer 











mercial basis was an Elliott . . . designed, manufac- 





tured and used by this company in 1921. 
The Model 34 Elliott Core Drill is the product of 


all those years of intensive specialization in the de- 















velopment and manufacture of core drill equipment 





and direct supervision over core drilling operations. 





It is the ultimate expression of the highest engineering 





and metallurgical skill combined with experience 





gained through actual core drilling operations in the 
field. 


Now, as in the pioneer days of oil well coring op- 






erations, the Elliott Core Drill is the leader in efficient 
performance and core recovery under all conditions 
of service. It is a fact well established wherever oil 
wells are cored that "Wherever Cores Can Be Re- 


covered The Elliott Will Recover Them." 


ELLIOTT CORE DRILLING COMPANY 


4731 EAST 52nd DRIVE { 


Los Angeles, California, U. S. A. 


Export Office: 525 Graybar Building, New York City 








) 





Bulletin No. 34-R con- 
taining detailed descrip- 
tions, illustrations and 
specifications of The El- 
liott Model 34 Rotary 


Core Drill is now ready. 


| A copy will be mailed 


MODEL 34 °°" 


ROTARY 
CORE DRILL 
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The tight-fitting tapered shoulder of 
1. Sealed Shoulder ... No the new ‘Pittsburgh Special” Drill 

welding mecessary. Permits , af ss " " . 
excep in “tough going.” Pipe seals the joint against grinding 
sand and permits still further tight- 
ening under stress. It offers every 

2. Provides for 30 per cent 

more contact. advantage of shoulder welding with- 


out any of its disadvantages. Much 





& Giadacke cocting ond additional strength is provided by 
breakoffs in threads. 


the additional contact surface that 
prevents rocking in threads thereby 





@ Bige or sock felnts tnter- eliminating the most common cause 
hangeshte with seguias B56. of breakoffs. Full contact of threads 


at the pipe end guards against wash- 


outs starting at this vital point. Tool 
joints to fit are procurable from man- 


ufacturers who have been licensed 


to make them. You can identify 
itis pecia “Pittsburgh Special” by its silver star 





marking. Complete data on request. 
» PITTSBURGH STEEL COMPANY 
PITTSBURGH +» PENNSYLVANIA 


New York Detroit Chicago St. Louis 
Tulsa Los Angeles Houston 
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The Changing 


Panorama 


The oil industry is celebrating its Diamond anni- 
versary at Titusville this week. 

During these 75 years astounding progress has been 
made. The industry has grown into one of the largest 
and most far reaching busineses in the world. Produc- 
tion has increased from a few barrels to a restricted 
output of more than 2,500,000 barrels daily. History 
has seen the discovery of one field that has actually pro- 
duced more than 1,000,000 barrels, and capable of pro- 
ducing more, in a 24-hour period. Improved technique 
and engineering skill have permitted the drilling of tests 


to depths exceeding two miles, and the cementing of 
a casing string at 10,301 feet. 

However, despite all this progress the economic 
problems of the industry are the same today as in 
1859. The search for oil continues, although at greater 
depths and in areas scattered over the entire face of 
the globe. It is confronted with overproduction and low 
crude prices, as were the pioneers a few years follow- 
ing the drilling of Drake’s famous well at Titusville. 

It is fitting that the industry celebrates its seventy- 
fifth anniversary in 1934, for great economic changes 
are taking place. It is too early to forecast the out- 
come, but there are those who believe the old traditional 
problems of the oil industry will be changed under 


the new order that is seeking stabilization. Page 15. 


The federal government August 13 brought the first 


case in court to test its authority against a producing 





OLDEST 
PRODUCING 
~- WELL 


McClintock well, 
Oil City, Pennsylvania, 
completed in 1861 and 
still pumping with orig- 
inal equipment. 


near 
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company that refused to cooperate in a plan for the 
development of an oil field. It is being tried by the De- 
partment of Justice upon the recommendation of the 
oil administration. 

Because it will establish a precedent that will mean 
much to the future development plans of the oil in- 
dustry, the case will be followed closely throughout its 
hearing and the decision will be awaited with interest. 

Page 10. 


Controlled Directional Drilling 


But a few short years ago the outstanding engineer- 
ing problem was the drilling of straight holes. So much 
study was given to the difficulty that improved devices 
now make it practical and easy to drill a straight hole. 
However, today crooked hole drilling is again in promi- 
nence. 

Unlike previously known crooked drill holes, the new 
ones are intentionally deviated from vertical and their 
angle of deviation is controlled accurately. Engineers 
have found that this type of drilling has many practical 
applications and the past year has witnessed growth in 
its usage in the oil fields. Instruments have been de- 
vised that permit deviation from vertical at any desired 
depth and angle and the amount of deviation is gov- 
erned so that the bottom of the hole may be located 
at any wanted point. 

Controlled directional drilling has made much prog- 
ress and will likely be more widely used in the future. 

Page 31. 





The Oil Man’s Calendar 
AUGUST 
24-27 Drake Well Memorial Celebration, 
Titusville, Pennsylvania, 
SEPTEMBER 
10-14 American Chemical Society, 
Cleveland, Ohio. 
19-21 National Petroleum Association, 
Atlantic City, New Jersey. 





OcTOBER 
1-5 National Safety Council and American 
Society of Safety Engineers, 
| Cleveland, Ohio. 
12-13 A. I. M. E. Petroleum Division, 
Tulsa, Oklahoma. 
29 American Gas Association, 

Atlantic City, New Jersey. 


NOVEMBER 


12-15 American Petroleum Institute, 
Dallas, Texas. 
American Association of Petroleum Geologists 
(Pacific Section), Los Angeles. 














Hot Oil Fight 


The federal government through the oil administra- 
tion continued its fight on hot oil production during the 
week. As provided under revised hot oil regulations 
issued July 23, Oil Administrator Harold L. Ickes on 
August 14 issued six new forms for reports from op- 
erators. These reports call for a wealth of detailed 
information on the production, movement, refining and 
storage of crude oil and its products. The object of 
the new reports is to obtain more exact check on the 
origin and disposal of oil and its products, and through 
this information to strengthen the general program for 
stabilizing the industry. 

Issuing of these reports is the first step in enforcing 
the revised hot oil regulations, which are much stricter 
than those in existence previously. The reports are not 
only required monthly but are backed up by the criminal 
code provisions of the oil industry, which imposes pun- 
ishment of a $10,000 fine or imprisonment for 10 years 
for making false returns. The revised orders are ex- 
pected to meet weaknesses that have appeared in the 
development of oil administration plans under previous 
regulations. 

These moves were but another step in the effort of 
the oil administration to gain stricter control over the 
hot oil merchant so as to curtail his destructive influ- 
ence, which admittedly has been the weakest link in 
keeping crude output and consumptive demand _ bal- 
anced. 

Other attempts to strengthen federal control were 
published in these columns a week ago. These included 
inauguration of collections of the new one tenth cent 
per barrel taxes on crude oil at the well and gasoline 
at the refinery. Necessary forms for this work were 
made available at the time. 

Reports coming under the head of hot oil regulations 
and those classified as tax certificates will work hand 
in hand, and the wealth of material obtained may result 
in obtaining much valuable information that can be 
used successfully to uncover hot oil movements. Page 9. 


The almost constant change in the geographical cen- 
ter of production of crude oil in the United States is 
perhaps a good thing for both the petroleum industry 
and the consuming public. Not so long ago the Gulf 
Coast was dependent upon other districts for its kero- 
sene and lubricating oils. Now it produces much more 
than it can use. East Texas was until a few years ago 
a poor district of piney ridges. It has been transformed 
into a great producing area, with large cities like Dallas 
and Houston profiting from its development. A better 
distribution of production has given the country a more 
uniform price and a wider use of all petroleum prod- 
ucts. The boom that strikes a small area near produc- 
tion is small when compared with the benefits derived 
by a larger number of individuals who profit in many 
ways from a major discovery. 
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Washington, D. C. — New hot oil 
regulations now effective are expected 
by officials of the oil administration to 
reveal fully the operations of the in- 
dustry and provide a complete check 
on production, movement and storage, 
by requiring an extensive series of re- 
ports. 

Promulgated under the date of July 
20, the new regulations, superseding 
those issued in July, 1933, require the 
filing of reports with the division of 
investigations, with a maximum fine of 
$10,000 or ten years in prison or both, 
as the penalty for false certification. 
Six forms or report have been provid- 
ed, covering various types of activity. 

The first report covers delivery of 
crude oil from the point of origin to 
any transportation agency, and requires 
the name of the carrier, the consignee’s 
place of business, the name of the pro- 
ducer or operator, the number of bar- 
rels of crude, where the crude is and 
to where it is going, and a statement of 
the producing area, number of wells on 
it, allowable production per well, and 
date of production of the oil to be 
moved. 

The second report covers the trans- 
portation of oil in and from the oil 
field, between pipe lines, between pipe 
lines and tank cars, trucks or any other 
transportation agency, or between a 
pipe line and a refinery, reclamation or 
treating plant, loading rack, gasoline 
plant or storage, or between any two 
of those mentioned, and requires the 
name and address of the consignee or 
carrier, point of delivery, name and ad- 
dress of shipper, name of the owner 
of the oil, where it is and the lease 
from which it comes. 

A monthly report, due by the 15th of 
each month, is required from refineries, 
reclamation plants, treating plants, gas- 
oline plants and shippers, covering re- 
ceipts of crude oil as follows; Number 
of the tank, capacity, tank height, stock 
on hand.at the beginning of the month, 
from whom the crude was purchased 
or received, the lease, and the name 
and address of the pipe line, railroad 
system or other transporting agency 
handling it. Deliveries are covered as 
follows: To stills, kind of carrier, to 
transporting agencies and their name 
and address, name of the consignee, 
destination, barrels delivered, total de- 
liveries, and runs to stills, the amount 
over or short, and the stock on hand 
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New Regulations to Control 
Hot Oil Placed in Effect 


at the end of the month. The same 
form requires a report covering re- 
ceipts and deliveries of petroleum 


products, the same kind of information 
to be furnished including the name of 
the refined product. 

A fourth report is in three sections, 
one a monthly pipe line and storage 
report, including the number and lo- 
cation of tank stocks at the beginning 
and end of the month, receipts, deliv- 
eries and amount over or short; the 
second calling for East Texas crude 
receipts by runs from leases, including 
the name and address of the operator, 
the location of the lease, the number 
of wells and the net run in barrels; 
and the third requiring receipts from 
other gathering or purcahsing com- 
panies, including name and address 
and net receipts, and deliveries, cover- 
ing point of origin, place of delivery, 
name and address of purchaser or con- 
signee, and net deliveries in barrels. 

A monthly report is required from 
producers in which must be shown a 


the 
county and number of acres; total cur- 
rent allowable for the month; back al- 
lowable scheduled to be produced dur- 
ing the month; back allowable permit 
numbers; total oil on hand at the be- 
ginning of the month; current produc- 
tion for the month; back allowable 
produced during the month; total oil 
available for deliveries; deliveries dur- 
ing the month and to whom and by 
what means of transportation, includ- 
ing the name of the transporter; num- 
ber of wells flowing, pumping or dead 
and new wells completed; number of 
tanks to which the lease is connected 
and their location; whether the lease is 
connected to a casinghead plant and, 
if so, where, and a detailed report of 
production by days from 
their number. 


description of the lease, survey, 


wells and 
A form of affidavit is provided for 
shipments of petroleum products when, 
after processing or refining, they are 
offered for shipment to any transport- 
ing agency in the area where the pe- 
troleum which has been processed or 
refined was produced. This requires 
the name of the transporting agency 
to which offered, the name of the own- 
er of the products or his agent, and the 
amount and kind 
being offered. 


of refined product 


Texas Hot Oil Rules changed in 
Effort Defeat Court Attacks 


Austin, Texas.—The Texas Railroad 
Commission has promulgated a new or- 
der completely revising the tender order 
affecting processed crude which was is- 
sued on August 4. This order applies to 
East Texas only, and is designed to pre- 
vent the movement of hot oil disguised 
as fuel oil or topped crude. 

Designed to defeat court attacks on the 
original order, the new order, effective 
August 16, requires reports on gasoline 
and kerosene, as well as all other classes 
of refined oils included in the original 
order. 

Included in the order is a statement 
from the commission to the effect that 
“Tf oil illegally produced may not be, 
against statutory mandate, lawfully pur- 
chased or transported; then the purchas- 
ers or receivers of illegally produced oil, 
after receiving and failing to find a legal 
outlet for the same ought not to be 
permitted to restore the legal status of 
their illegal receipts for further transpor- 
tation by changing the form and content 
of such oil into products. Illegally pro- 





duced oil piped to a refinery cannot be 
heated into a lawful status; 

“The transportation or shipment with- 
in and/or out of said (East Texas) field 
by pipe line, truck, and/or tank car, of 
crude oil products made from crude oil 
illegally produced obstructs the enforce- 
ment of the laws of this state and the 
commission’s orders relative to the pre- 
vention of waste; and that further regu- 
lations as hereinafter provided of out- 
lets through and by which crude oil and 
crude oil products are moved from said 
field, seeking to identify and measure the 
crude oil products of crude petroleum 
produced in said field, are essential to 
preserve the integrity of the conserva- 
tion laws of the state and are necessary 
as a logical corollary of the rules re- 
quiring tenders and permits for moving 
crude oil, all of which the commission 
finds as a fact.” 

Rule 10 was revised to include monthly 
reports from the pipe line companies on 
oil stored and transported, which is to 
be made on the standard E-D form. 
Pipe line companies are also required 





9 




















to file the daily E-L report, covering the 
situation of oil on hand and handled, 
the daily E- 


11 has also been revised to some 





and 





M report of oil transported. 





Rule 





extent. Previously transporters were re- 
quired to that oil to be moved 
had Now 
are required to furnish such “Facts with- 
in the affiants knowledge or which may 
be ascertainable by him showing whether 
or not the crude oil and crude petroleum 
legally 





Swear 





been legally produced. they 









for transportation was 


Where crude oil products 


tendered 






produced 
are tendered for transportation the per- 
son making the shall 
show on said statement the source of the 






tender of same 






crude petroleum from which such crude 





oil products were derived, processed or 
and the address and 





manufactured 







ownership of the refinery or topping 
plant ¥ 
In two court attacks questions have 







been raised concerning oil “commingled” 
in transit. In Rule 11 the 
provides that “Provided, where crude oil 






commission 










produced from a well or wells in said 


field has become commingled with crude 





oil produced from other wells, it is not 
intended that said report shall show that 






contains crude oil 
that 


a particular receptacle 





produced from a named lease, nor 


the crude oil products in a particular tank 






were made from crude oil produced by 
It is intended 





a particular well or lease. 











that said report shall show whether or 
not the crude oil to be transported was 
legally produced and/or whether or not 
the crude oil products were made from 
crude oil legally produced. If said re- 
port shows that the crude oil described 






Washington, D. C.—Filing of the in- 
junction suit against the Eason Oljil 
Company, Enid, Okla., in the United 





States District Court at Oklahoma City 





represents the first suit brought by the 
test its 





government to authority “to 





prevent the wrecking of a plan for the 








orderly development of an oil field” 
by the refusal of a producing company 
to cooperate, it was declared August 





14 by Oil Administrator Harold L. 
Ickes 


“Several 
plan recommended by operators hold- 






weeks ago I approved a 






ing the majority of the acreage in the 
Crescent Pool in Oklahoma and by the 
Board, pro- 






Petroleum Administrative 


viding that one well should be drilled 






in the center of each 40-acre tract, un- 
less a had_ been 
granted,” the administrator explained. 
“This plan was approved by producers 





specific exemption 
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therein was legally produced, and/or that 
the crude oil products described in said 
report were made from crude oil legally 
produced, then the commission or its said 
agent shall issue a permit in writing au- 
thorizing the movement and transporta- 
tion thereof. 

“Where crude oil legally produced has 
crude oil un- 
shall 


barrels of 


become commingled with 
lawfully produced, a permit 
to cover only the amount of 
crude oil found to be legally produced, 


and/or only the amount in barrels of the 


issue 


products of crude oil legally produced.” 

“Nothing herein shall govern the deliv- 
ery of gasoline by trucks to a filling sta- 
tion for retail sale.” 

This new 
few hours after Roco Refining Company 
of Kilgore had obtained a temporary re- 
straining order the 98th District 
Court at Austin, based on the contention 


order was issued within a 


from 


that the order was invalid because it ap- 
plied to other products than crude oil, 
control of which is vested in the railroad 
commission by the statutes. 

Pending in the federal court at Sher- 
man was another attack on the order, 
trial of which had been delayed to permit 
revisions that would more nearly comply 
with the statutes. 

Commission officials considered it sig- 
nificant that East Texas refiners so uni- 
versally opposed this order, and pointed 
the had con- 
would ruin their business 


This was taken as a sign 


out that in suits refiners 
tended that it 
if enforced. 

that the sources of excess oil were being 


dammed. 


Code Spacing Regulations Get 
First Hearing In Oklahoma Court 


and geologists as the best method of 
insuring the of oil 
from the pool with a minimum of waste 


maximum yield 
of gas pressure and crude, as well as 
taking fairly into consideration the in- 
vestments of the operators in the field. 

“The Eason Company asked for an 
exception to permit the drilling of a 
of a 40-acre 


well in a corner quarter 


tract, which location was not in con- 
formity with the spacing specified in 
the plan. The company started drilling 
there, although other operators were 
conforming to the center drilling pro- 
vision. During part of the time the re- 
quest for the exception was pending, 
the operations. 


However, 


company suspended 
was 
reached the 
company resumed drilling. The denial 


before a_ decision 


denying the exception, 


of the exception was recommended to 


the Petroleum Administrative 


me by 





Board after several hearings in Wash- 
ington and Oklahoma, in which hold- 
ers of the majority of acreage opposed 
the Eason well and offered to pay the 
cost of moving the derrick and other 
equipment from its location to the 
center of the 40-acre tract. 

“The Eason Company has insisted 
on going ahead with the well. This 
will, in the opinion of geological and 
marketing experts, result in a serious 
waste of oil and gas pressure from the 
entire pool and bring about excessive 
drilling. the tracts ad- 
joining the Eason holdings feel that 
they will require offset wells to the 
Operators on the tracts 
adjoining those the offset 
wells are sunk will demand offset wells 
of their own to protect their own in- 
terests. The result will be a great many 
more wells than are necessary to bring 
up the oil from below ground in an 
orderly fashion and each will 
mean that much more of the vital gas 
stored beneath it has an outlet at the 
surface. As the gas pressure at the 
bottom of the well decreases, the life 
of the the amount of oil 
which can be recovered decrease. This 
wastes the available supply because 
lowered pressure means more oil will 
be lost underground and can not be 
brought to the surface. Geological 
facts, soundly established by years of 
operation, show that more is left un- 


Operators on 


Eason well. 


on which 


well 


pool and 


derground than is recovered. What is 
left is lost forever. 

“Virtually all the other operators in 
the field want to cooperate with us in 
preventing this waste. The 
Eason Company wilfully refuses. The 
government is asking for an injunction 
to stop the drilling of the Eason well 
We feel that not only is the question 
of fairness to other operators involved, 


costly 


but there are the broader questions of 
conserving a natural resource, national 
in its character, and of protecting 
known reserves of oil that 
sorely needed in the future.” 

Douglas Arant, chief counsel of the 
board, left Washington August 13 to 
join District Attorney William C 
Lewis and John Davis, attorney of the 
Administrative Board, in 


may be 


Petroleum 
pressing the suit. 


First Oil from Iraq 
Is Received at La Havre 


Le Havre, France, received August 16 
the first shipload of oil from the Iraq oil 
fields. The oil was routed through the 
53l-mile northern branch of the pipe line 
from Kirkuk, Iraq, to Tripoli, in French 
Syria. There a tanker picked up 14,586 
tons and brought it to Le Havre, where 
it will be stored in tanks for use pri- 
marily by the navy. 
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their users. How much safer it is to use Wire 
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Lines that have proved their dependability 





and stamina beyond question. Our special 
Wire Lines for Rotary and Cable Tool Drill- 


ing are made to remove doubt and worry 







from your mind. Convenient stocks and our 





nearby engineers are both at your 
immediate call. 
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The TIGER TRADE MARK is a symbol 
of Strength and Dependability 
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AMERICAN STEEL & WIRE COMPANY 


208 South La Salle Street, Chicago SUBSIDIARY OF UNITED] IAS) STATES STEEL CORPORATION Empire State Building, New York 
94 Grove Street, Worcester AND ALL PRINCIPAL CITIES First National Bank Building, Baltimore 
Pacific Coast Distributors: +: Columbia bia Steel Company, Russ Bidg., San Francisco Export Distributors: United States Steel Products Company, New York 
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MEN 


IN THE 





INDUSTRY'S NEWS 











W. S. S. RODGERS, president of The 
Texas Corporation, spent a short time 
in Tulsa last week, the final point on an 
inspection trip which included company 
properties at Port Arthur, Houston, and 
Dallas. 


BRUCE HARLETON, micro-paleontolo- 
gist for Amerada Petroleum Corpora- 
tion, left Tulsa during the week for a 
reconnaissance trip through Wyoming. 
Fred Bush, chief geologist for Sinclair 
Prairie Oil Company, is now in Wyom- 
ing on a similar mission. 

SIR JOHN CADMAN, chairman of the 
board of the Anglo-Persian Oil Com- 
pany, was recently honored when Birm- 
ingham University conferred upon him 


the honorary degree of doctor of laws. 


A. C. RUBEL, general field superintendent 
for the Union Oil Company in Califor- 
nia, is spending his vacation on his ranch 


near Wilcox, Arizona. 


A. SALRIN, vice president of Tide 
Water O:l Company is spending his va- 
cation in Beverley Hills, California, with 


H. Cornell. 


. L. MCMAHON, independent producer, 
and Mrs. McMahon returned to Tulsa 
during the week after a month's stay in 
Alaska. 


LEE SCOTT, head of the land and leasing 


department of Vickers Petroleum Com- 
pany since 1928, has resigned that posi- 
tion and is now vice president and man- 
ager of Petroleum Royalty Company. He 
is succeeded by Perry Hanson, formerly 
district geologist for Amerada Petro- 
leum Corporation and more recently the 
operator of a core drill contracting com- 


pany. 


. H. TUCKER, superintendent of produc- 
tion for Gulf Production Company, is 
vacationing in Boulder, Colorado, and 
will return to Houston the first part of 
September. 


ALFRED C. McAFEE is now scouting the 


south portion of the Woodbine sand belt 
in East Texas for Tide Water Oil Com- 
pany and Texas Seaboard Oil Company, 
with headquarters at Palestine. He re- 
places Joe Leonard, who was recently 
moved to Midland to scout West Texas 
and southeastern New Mexico for Tide 
Water Oil Company. 


HERBERT  E. 





“HERB” SCHAFER, 
superintendent of production of the 
Southwestern Producing Division of The 
Pure Oil Company, with headquarters 
in Tulsa, proves the truth of the old 
adage “like father, like son.’ He started 
in the oil business early, following his 
father about as he went the rounds as 
roustabout pumper, production foreman. 
The family moved to Tulsa when the 
father became general superintendent of 
production of the Southwestern Produc- 
ing Division for The Pure Oil Company, 
and young Herbert attended Tulsa high 
school. After one year at the University 
of Illinois he took up petroleum engi- 
neering at the University of Oklahoma. 

His first job was as a roustabout for 
The Pure Oil Company at Drumright, 
Oklahoma, where he was soon placed in 
charge of the Jefferson lease in that field. 
Later he was transferred to Seminole to 
become farm boss, then production fore- 
man and finally district superintendent of 
production. He was transferred to Tulsa 
July 1, 1932, to begin his duties as di- 
vision superintendent of the production 
of the Southwestern Producing Division. 

Mr. Schafer is a 32nd degree Mason 
and is past High Priest of the Seminole 
Chapter. He was also local chairman of 
the American Petroleum Institute Di- 


vision of Production at Seminole. 





—Blank & Stoller. 
HERBERT E. SCHAFER 









MAURICE BRIDGEMAN has recently 


arrived in New York to succeed Basil 
Jackson as representative of Anglo- 
Persian Oil Company in the United 
States. 


A. G. “PETE” POST, superintendent of 


production for Magnolia Petroleum 
Company in the Texas Panhandle and 
stationed at Pampa, was a visitor at the 
general offices of the company in Dallas 
last week. 


- HOWARD MARSHALL and Geo. W. 


Holland, federal representatives of the 
Petroleum Administration in California, 
have been called to Washington. 


MALCOLM LAFARGUE, office manager 


for the last year in the general office of 
minerals division of the Louisiana Con- 
servation Commission in Shreveport, has 
been named district manager of the field 
office, left in Shreveport with the re- 
moval of the general office in charge 
of Dr. J. A. Shaw, director, to New 
Orleans during the last week. Two field 
men and a stenographer, will be retained 
in the Shreveport office. Who the field 
men will be is not known. However, the 
choice will be made from D. B. McCon- 
nell, E. V. Hands, George Grosjean, and 
Bill Wasson. Mrs. Alice Schreck will be 
the office stenographer. 






- H. RUSSELL, assistant to the vice presi- 


dent for Gulf Production Company, is 
vacationing in New Mexico and is ex- 
pected to return to Houston shortly. 


A. E. DUNSTAN, D.Sc., F.LC., F.C.S., 


Anglo-Persian Oil Company, has been 
notified by the American Society for 
Testing Materials of his re-election as 
honorary chairman of the committee for 
testing petroleum and its products. 


W. H. GEIS, independent operator, has. 


been chosen as chairman of the Code 
and Allocation Subcommittee of the 
Central Committee in California, han- 
dling affairs having to do with produc- 
tion, allocations, etc. Mr. Geis suc- 
ceeds A. C. Rubel, who found the chair- 
manship was taking too much of his. 
time from his duties with Union Oil 
Company. This subcommittee now con- 
sists of five independents and two major 
company representatives. 


(Continued on page 40) 
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true diameters, the perfect 4-itfeh béte ec dino : 
are true BAASH-ROSS QUALITY, safe forthe teGvy-duty work which a kelly of this size 
must perform. 

BAASH-ROSS ROLLER KELLY BUSHINGS with their 7-inch roller assemblies will 
insure smooth, controlled feed of these kellys through the rotary table. The rollers relieve 
the table and bearings of strain or wear and eliminate danger of broken wire lines or 
twist-offs always present when a kelly binds momentarily in the bushing and the bit 
“‘digs in” as it is suddenly dropped into the formation. 


WHO MAKES YOUR KELLYS? 











% BAASH-ROSS TOOL COMPANY 


Telephone 3-4406 Telephone Hadley 6676 Telephone 599 
1559 S.E. 29th St. = Maury Street BEEVILLE 
OKLAHOMA CITY OUSTON TEXAS 
Gulf Coast Distributors: anes aaes SUPPLY CO. 
General Offices: 5512 Boyle Ave., Los Angeles, Calif. - Export Offices: 30 Church Street, New York, N. Y., U.S.A. 
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A Brief History 


of the Guiberson Corporation 


Although the GuIBERSON CORPORATION 
was not organized until 1919, its origin 
may be rightfully fixed at the time Mr. 
S. A. Guiberson, Jr., entered into an 
agreement with W. H. Mills, of 
Coalinga, California, for the exclusive 
manufacturing and sales rights for what 
was later known as the Guiberson 
Casing Tong. 

A short time thereafter Mr. Guiber- 
son took over the exclusive rights, out- 
side of California, for the Baker Casing 
Shoe. 

In 1913 he entered into an agreement 
with R. L. Richard for the exclusive 
rights on his invention, the Automatic 
Tubing Catcher. 

Then followed his agreement with 
Mr. W. H. Whittier, who invented the 
Rotary Tool Joint. 

These four famous tools formed the 
nucleus for the business which later 
developed into the GurBerson Corpora- 
TION, erected a modern manufacturing 
plant at Dallas, and enlisted the services 
of Mr. Guiberson’s two brothers, W. R. 
and N. G. Guiberson, and of his 
brother-in-law, R. S. Haseltine. 

The GurIBerson CORPORATION may be 
said to have specialized in the financing 
and introduction of meritorious oil field 
tools. In the years which followed in- 
corporation a number of other valuable 
patented tools were introduced, among 
which the most notable has been the 
flexible-cup swab. Other important 
members of the Guiberson family of 
tools are the Guiberson Control-Head 
Packer, the Guiberson Spiral Bottom 
Water Plug and Tubing and Casing 
Packers, the Guiberson Disc Bit, the 
Guiberson Underreamer, Guiberson 
Tubing, Casing and Wire Line Oil 
Savers, and—very recently—the Guiber- 
son Tubing Stripper and light and 
heavy type Tubing Spiders. 

The illustrations herewith show the 
early models of a number of these 
Guiberson tools. 

The largest seller among the tools 
controlled by the Guiberson Corpora- 
tion, has been the Rotary Tool Joint. 
This item has never been manufactured 


by the Guiberson Corporation. A 
broader means of distribution was 
chosen, namely, the licensing of reput- 
able manufacturers throughout the 
country to manufacture and sell on a 
royalty basis. During the life of the 
patent 53 manufacturers were licensed, 
and more than $29,000,000 worth of 
Tool Joints were sold throughout the 
world. An important factor in the suc- 
cess of the Tool Joint was rigid control 
maintained by the Guiberson Corpora- 
tion over the quality of steel from 
which the tool was made, and over its 
sales price. Through this regulation, 
manufacturers were able to maintain 
the highest standards of materials and 
workmanship and to turn out a per- 
fected product at a profit. 

Many other Guiberson tools are to- 
day in world-wide use and the leaders 
in their fields, notable among these 
being the Guiberson flexible-cup Swab, 
and the Guiberson Tubing Catcher. 
Several attempts have been made by 
ambitious inventors to improve upon 
the Guiberson Tubing Catcher, but Mr. 
Richard had secured a basic patent 
upon the automatic feature of his de- 
sign, and all successful tubing catchers 
sold in competition with the Guiberson, 
during the life of the Richard patent, 
were made under license from the 
Guiberson Corporation. 

The development of the Guiberson 
Tubing Catcher from its original design 
exemplifies the constant effort expended 
by the Guiberson Corporation towards 
improving and perfecting its tools. To- 
day the Guiberson Type “E” Tubing 
Catcher, with its long forged steel slips 
and its forged steel head, together with 
its short compact construction over all, 
is recognized by production engineers 
everywhere as the acme of tubing- 
catcher efficiency. Similar care is being 
constantly expended in the improve- 
ment of all other Guiberson tools. 

In line with its familiar slogan, “Bet- 
ter Be Safe than Sorry,” the GUIBERSON 
CorporaTIon’s policy is to make avail- 
able to the Oil Industry, tools which 
will increase the safety and efficiency 
of drilling and production methods. 


THE GUIBERSON CORPORATION 


Box 1106, Dallas, Texas 


. “ny 
TULSA 43 


NEWARK, O. 
First and Locust Sts. 


504 Wright Bldg. CS 
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Official Program 


Diamond Jubilee of Oil 
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Oil Region Day 
Friday, August 24 


Registration of Oil Men and Visitors at th: 
Hall of Hospitality, Brunswick Hotel Building 

Sightseeing Tour of Drake Well Memorial 
Park and othe: places of historical interest in 
Titusville and Vicinity. 

1:30 P. M.—Formal Opening of Eastern Oil 
Exposition, Romescn Building. 

3:30 P. M.—Baseball Game, Carter Field. 

8:00 P. M.—Historical Pageant—“The Story 
of Oil,” at Fair Grounds. 

Band Concert at Colonel Drake Park, 
opposite Hall of Hospitality, Morning, Afternoon 
and Evening. 


Jubilee Day 
Saturday, August 25 
Registration of Oil Men and Visitors at the 
Hall of Hospitality, Brunswick Hotel Building. 
3:00 P. M.—Parade—Diamond Jubilee of Oil. 
7:30 P. M.—Historical Pageant—“The Story 
of Oil,” at Fair Grounds. 
9:30 P. M.—Diamond Jubilee Ball at Cole- 
stock High School Gymnasium. 
3and Concerts at Colonel Drake Park, 
opposite Hall of Hospitality, Morning, Afternoon 
and Evening. 
9:00 P. M.—Boxing Exhibition. 


shown at the Orpheum Theatre at intervals 
during the celebration. 


NOTE—A two-reel motion picture. “The = 
Romance of Oil,” the property of the - _ 
Standard Oil Company of Indiana, will be ——= = 
=.) 






























Old Home Day 


Sunday, August 26 

Special Services in ali Titusville Churches 

2:00 P. M.—Concert at Colonel Drake Park. 

4:00 P. M.—Singing by Shrine Chanters of 
Erie, at Colonel Drake Park, opposite Hall of 
Hospitality. 

Sightseeing Tours throughout the day to 
Drake Well Memorial Park and other interest- 
ing points in the City and Vicinity. 

Evening—Concert at Colonel Drake Park, 
opposite Hall of Hospitality. 


Drake Day 
Monday, August 27 


Registration of Oil Men and Visitors at the 
Hall of Hospitality, Brunswick Hotel Building 

2:30 P. M.—Dedicatory Exercises for Drake 
Well Memorial Park at Colonel Drake Park, 
opposite Hall of Hospitality. 

(a)—Invocation by Rev. Samuel Semple, 
D. D., Pastor Emeritus of First Presbyterian 
Church, Titusville. 

(b)—Address of Welcome, Honorable 
Arthur G. Bellen, Mayor of Titusville, introduc- 
ing Honorable George White, Governor of Ohio, 
Presiding Officer. 

(c)—Presentation Address by Axtel J. 
Byles, Esq., President of American Petroleum 
Institute. 

(d)—Acceptance Address by Honorable 
Gifford Pinchot, Governor of Pennsylvania. 

(e)—-Address by Honorable Harold L 
Ickes, Secretary of the Interior and Oil Adminis- 
trator. 

The Evening Entertainment will consist 

of Fireworks Display and Mardi Gras. 
and Concerts at Colonel Drake Park, 
opposite Hall of Hospitality, Morning, 
Afternoon and Evening. 





TITUSVILLE, PENNSYLVANIA seen 

















Looking Back 75 Years 





GRADY 


N seventy-five years the oil indus- 

try has cut a pattern and acquired 
a tradition. Its decision to make Au- 
gust 27, 1934, the occasion for cele- 
bration is evidence that it is willing 
to examine and applaud what has 
taken place since its first well was 
drilled. The pattern has been ex- 
amined many times, the object being 
to find a solution for what is ob- 
jectionable. Until recently the ex- 
amination was reserved for the in- 
dustry; now, however, government 
has been called upon to correct 
where the industry has been unsuc- 
cessful. 

Whether the solution should be 
applied to the pattern or to the tra- 
dition evidently is little considered. 
The two have a common core but 


elsewhere they do not match. 


TRIPLETT 


Only the 


In brief the pattern is this: The 
drill goes down for oil and finds it. 
It finds more oil than is needed. 
That is accepted as disaster and men 
despair of the pattern. Meanwhile 
additional uses are found for oil, 
whereupon there is too little oil. 
Then the drill goes down again and 
finds too much oil, which is a burden 
until still other uses can be found 


for it. 


| ECAUSE the decade following 

completion of the Drake well 
is such an exact cut of the oil pat- 
tern it is worth an outline. Oil in 
the amount of as much as 40 barrels 
in a day was found at 69% feet. 
That the depth and the amount 
would today be ignored as unworthy 
of a test is beside the point. Com- 
pared to the amounts that could be 





The Drake Memorial Museum at the Drake Well Memorial Park, Titusville, is 
the only museum in the world devoted exclusively to the preservation of oil field 
historical data, records and equipment. 








Actors Change 





collected by digging pits so water 
would rise and oil collect on its sur- 
face to be gathered by absorbing it 
in a blanket, the output of the Drake 
well was stupendous. Even now men 
still look upon an oil well in the light 
of income. Oil from the Drake well 
sold for $1 a gallon and an output 
of no more than 40 barrels brought 
the first oil well into the big money 
class. 

The stickers that adorned the bot- 
tles into which this oil was put to 
be sold as a medicine leave no doubt 
that the purpose in buying at such 
prices was under the impression that 
oil had its large field of sale as a 
remedy for the pains and ills of man 
and beast. Claims made for it are 
evidence in plenty that the writers of 
advertisements for antiseptics have a 
source for their extravagant claims. 

Had this one well remained the 
only oil well even its limited output 
and short life would have left fab- 
ulous wealth. But its completion was 
only a start of the pattern. Those 
green clad hills of western Pennsyl- 
vania soon were alive with well drill- 
ers and such spots as Pithole from 
where the first pipe line was built, 
had driven the price of oil down to 
10 cents a barrel and the size of the 
barrel was left to the buyer. 

Out of that came a source of 
cheap light for mankind. The kero- 
sene cut became the desirable frac- 
tion. Shortly oil as a remedy passed 
into the background. Refineries were 
built for providing kerosene. An in- 
dustry had cut its pattern and was on 
its way to repeat it time after time. 

Between the Drake well and the 
Lucas gusher were enough years to 


allow the pattern to be repeated 
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many times. A study of the price 
and production curves of the period 
leaves no doubt that men kept on at 
finding more oil than was needed and 
that other men kept on finding other 


ways for using it. 


*PINDLE TOP, 


nishes another excellent example 


however, fur- 
of the pattern. There a bit into an 
oil bearing sand and the yield was 
such that men still speak of the well 
in awe. Again oil sold for 10 cents 
a barrel and the man ingenious 
enough to place a plank across a 
stream could have as much as he 
cared to collect simply at the cost 
of his effort. Again no one knew 
what to do with the amount of oil 
that was coming from a spot so small 
that to set down the number of its 
acres against its total output still 
looms as inconsistent. What actually 
had taken place was that a liquid fuel 
had been found to place under boil- 
augment 


which men then considered insuffici- 


ers to the coal supply, 


ent. 


3 Y the time the pattern was start- 
ed at Glen Pool men had learned 
how to place an internal combustion 
engine under a hood so a prime 
mover could provide transportation 
without a track. 
was an expensive contraption, far 
from perfection and even perfection 
spelled nothing except for a few men 
of wealth. Only the few could stand 
the cost of purchase and operation. 


3ut the automobile 


Neither the other automobile manu- 
facturers, the men of the petroleum 
industry nor the economist reckoned 
with a man in Detroit, who had an 
idea that an automobile could be sold 
for such a price that it would become 
while he 


the common conveyance 


was living. 


| ‘ORD was ready to demonstrate 
A quantity production when Cush- 
ing started the pattern cutting once 
more. His plans, however, were not 
sufficient to avoid the belief in too 
much crude oil, another drop in the 
price curve, efforts to thwart the pat- 
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THE DRAKE MONUMENT AT TITUSVILLE 


His Smiting of the Rock Gave Men Light .. . 
Then Mastery Over Space Beyond His Dreams 











tern, a drive at proration and finally 
a realization that 
much oil there was too little, for the 
World War 


heels of Cushing and the Sunday 


instead of too 


came hard upon the 
without gasoline was accepted as a 
patriotic duty. 

More recently the pattern has 
cut three times in rapid succes- 
sion, Seminole, Oklahoma City and 


East Texas. With them the indus- 
try sought to reshape its pattern un- 
til it came to despair and sought the 
aid of government, something it had 
opposed in previous cuttings of the 
pattern. While men of the industry 
and men of the government wrangle 
with the problem, other men fill the 
fuel tank of a locomotive in Denver 
and set it out to make the longest 


17 

















































and fastest non-stop run ever credit- 
ed to a locomotive. 

Does it mean that industry has 
found another use for oil? Perhaps. 
But 


justify a change of tactics, for there 


faith in it is not sufficient to 
is still too much oil and the guard- 
ians of capital do not lay up oil in 
steel tanks to await the day of too 
little oil. 

Fear of the pattern is justified. 
Men have missed the mark at esti- 
mating the closing of the cycle. They 
have bought for a day of famine 
only to have the dawn bring a day of 
Whether the 


trains spell the end of coal as a rail- 


surplus. oil-electric 
way fuel or whether there is another 
surplus of oil to be heaped upon 
what exists are opposites too haz- 
ardous for conclusions. 

Besides that a storm is more seri- 
ous to those in its path. Men of the 
industry believe the pattern they are 
watching to be more serious than any 
previous. That men held similar con- 
victions in previous cycles does not 
alter opinions. There is no way out 
of a storm while it is raging. Only 
when it has ceased is a clear course 
visible. 

The hold 


themselves, their pleadings for laws 


councils men among 
at the hands of government are evi- 
that 
changed. 
that 


dence men want the pattern 
All this is evidence, also, 
men fear the pattern will be 
changed in ways not to their liking, 
for there is no agreement as between 
interests in oil and frequently there 
is no agreement among individuals. 
The effort toward change brings but 
one uniform result and that is dis- 
cord. 

But the effort to change the pat- 
tern runs hand in hand with incon- 
sistency, for the determination to 
follow the pattern as it is dominates 
field is 


One well to 20 acres 


all else while an oil under 
development. 
may be sufficient for adequate re- 
covery. Still there will be no drilling 
by such spacing so long as one lease 
follow the 


holder declines to rec- 


ommendation. It is both good prac- 
tice and good law that a well to 10 
sufficient for East Texas. 


acres Ss 


But the law provides exceptions and 


that this oil field is 
headed for a total of wells far in ex- 


cess of the 12,000 it deserves. 


the result is 


T HERE is other law to dictate 
the pattern. 

sounds like equity and works other- 
The law holds that the land 
owner and its lessee have a right to 


To the layman it 
wise. 


all the oil beneath the surface boun- 
daries. But to have the oil as owned 
it must be reduced to possession at 
the surface. If in gaining what is 
owned, oil from adjoining leases is 
also reduced to possession that also 
becomes the property of the owner 
of the tank into which it is trapped. 
Accordingly the way to establish 
ownership of the oil under a lease 
becomes a proposition of drilling the 
[t is 
popularly known as the law of the 


most wells in the shortest time. 


jungle. 

The law of capture has been temp- 
ered by the law of ratable taking. 
Whatever the number of wells on a 
lease, oil may be taken from them 
only in the number of barrels as ob- 
neighboring 


served by producers. 


Unfortunately there is no way, at 
least no effort, to base the theory of 
ratable taking on the amount of oil 
actually under a given property. It 
is based on the number of wells. If 
there are 10 wells on a 100-acre plat 
each must be restricted to the num- 
ber of barrels from each of 20 wells 
That 


is where the determination comes to 


on another lease of 100 acres. 


find ways of drilling more wells on 
a lease than the law of well spacing 
dictates or the opinions of good engi- 
neering recommend. This is another 
expression of the law of the jungle. 

In fact the pattern of oil follows 
this jungle rule. In order to get the 
oil to which they have legal claim 


men strive to get the oil to which 


others have legal claim. In doing 
that they drill more wells than should 
be drilled and they produce from 
them in ways that are not approved. 
Men strive for change but follow the 
pattern. Practice is often opposed to 
what they maintain should be good 
pattern. Only result is consistent. 


Invariably the pattern gives more oil 


than is needed and industry in turn 
finds more need than there is oil and 
the pattern is cut again. 


NOTHER phase of the pattern 
4 is the conviction that oil is play- 
ing out. If only government held 
that attitude it could be dismissed. 
But men who are the oil industry 
believe that too. Otherwise periods 
of excess oil would be periods when 
capital did not seek more oil. Even 
in 1933 when it seemed that an in- 
dustry would not survive its practice, 
the attractive spot for the drill found 
ready buyers provided other condi- 
tions were favorable. It was _ not 
that oil was needed 
moment. Men that there 
could ever be another East Texas, 


more for the 


doubted 


another Spindle Top, another Cush- 
ing or another Pithole. 


, perhaps in parenthesis, it 
4 should be noted that some who 
caught on at times of low economic 
tide found themselves in good for- 
tune, which brings forward the tra- 
dition of oil. Tradition is more difh- 
cult to trace. The pattern comes of 
what men do. It is the product of 
action. Tradition is built of what 
men think, of what they desire and 
what they ascribe to others. There 
is legend and often error in tradition. 
These are not injected for deliberate 
deception. They come to be a part 
of the warp of tradition for reasons 
too deep seated to warrant criticism. 
It is the habit of men to find noble 
cause for action; it is the habit of 
How 


present 


men to believe these things. 
ever often historians may 


contrary evidence, the fable of the 


cherry tree remains a part of the his 


torical Washington. By the same 
course the ruthless warrior acquires 
tender traits when his story is told. 
The modern bandit finds amusement 
in films prepared for children. 

An occasion of celebration is a 
failure unless it is an occasion of 
laudation. If the hills of Pc ansyl 
vania do not ring with -words of 
praise the dedication of the Drake 
Memorial will miss its mark. If this 
praise does not present a wealth of 
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Casing collapse, and joint failure in both cas- 
ing and tubing, cost the oil industry huge sums 
of money annually. To cut down the loss, 
Republic offers a better casing and tubing— 
Republic Electric Weld—made by a process 
that insures maximum joint strength and in- 
creased resistance to collapse. 

Aside from the physical properties of the 
metal itself, the two most important factors in 
reducing failures in casing and tubing are 
roundness and uniform wall 
thickness—both serving to in- 
crease resistance to collapse 
and insuring a uniform amount 
of metal under the root of 


every thread. 


REPUBLIC 


oe 


>. 
aa a 


CASING *TUBING 





Republic Electric Weld Casing and Tubing 
are made from flat-rolled steel, uniform in sec- 
tion and grain structure. This flat steel is cold- 
formed to shape and then welded by Republic’s 
modern process employing electrical resis- 
tance. By no other commercial method can 
casing and tubing be produced so nearly per- 
fectly round and so uniform in wall thickness. 

Republic Electric Weld Casing and Tubing 
are as dependable as skilled metallurgists and 
advanced mill practice can 
make them. Try them in your 
next well. The reports from 
your men in the field, during 
and after installation, will con- 


firm your judgement. 
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Spindle Top at Time of the Second Boom 








legend, moonshine and mist, the oc- 
casion will be a failure. 
INCE the tradition 
back to the first well it 
to start there with the pruning. 


of oil goes 
is safe 
Of 
Edwin L. Drake it 1s assumed: 
That he was the discoverer of oil; 
That he drilled the first well to 
produce oil; 
That he did these things for the 
glory of the accomplishment. 
the 
not 


The first two are error and 
The 


deep rooted in the petroleum indus- 


third is legend. two are 
try but outside of it they are believed 
and even within it they sometimes 
are accepted. But oil is one of the 
minerals longest known by mankind. 
The Ark rode out the deluge with 
the aid of a coating of pitch, inside 
and out. Marco Polo recorded the 
existence of the Armenian oil spring 
to which men came from long dis- 
tances to carry away a source of re- 
lief from their pains and a product 
of The 
hands 


comfort. 
the 
the walls 


light for their 
Crusaders met oil 
of the flame throwers at 


of Constantinople. 


from 
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But Drake did need ancient 


writings to inform him of the exist- 


not 


ence of oil. For more than 200 years 
Indians and whites had been collect- 
ing the liquid in the area to which 
he came for his work. George 
Washington knew what was there 
and thought well enough of it to buy 
land there. Another revolutionary 
general, Benjamin Lincoln, told how 
his soldiers applied Pennsylvania oil 
to their bodies and had relief from 
rheumatic pains and taking it in- 
ternally found it a 
Samuel Kier was putting oil through 
a refining process and bottling it as 
a medicinal remedy before Drake 
considered drilling a well. 

That Drake did not discover but 


was on the ground because of pre- 


“gentle purge.” 


vious discovery is evident from the 
fragment what evidently was 
started as a history of his career. 
After telling of his trip to Titusville 
and of his doubt that the oil he saw 
in drug store bottles was found as 
men told him, he gives this report 
of how he was convinced : 

“Within 10 minutes after my ar- 


of 


rival upon the ground with Dr. 
Brewer I had made up my mind that 
it could be obtained in large quan- 
tities by boring as for salt water. I 
also determined that I should be the 
But I found no one 


conversed the 


one to do it. 
with whom | 
subject agreed with me, all maintain- 


upon 


ing the oil was the drippings of an 
extensive coal field or bed and if so 
there would be no need for boring 
as the oil was near the surface. But 
I could not understand why it was 
under the creek if it came from the 
hills, as it is so much lighter than 
water that it would be impossible for 


it to go down of its own accord.” 


A? this kills the impression that 
he was the discoverer of oil, it 
He 
resolved to drill despite the fact that 
No wonder 


also gives a trait of the man. 


none agreed with him. 
the rig, the iron pipe driven 36 feet 
to the rock and all that he started 
doing came to be known as “Drake’s 
folly.” Whether he had thought of 
drilling before he came there is not 
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known. Perhaps other men had con- 
sidered it. Drake not only thought 
of it, he did it. 

Another sentence discards the im- 
pression that he originated the plan 
for drilling. He thought he could 
reach the oil by drilling “as for salt 
water.” That had been done previ- 
ously if this report from Nile’s Reg- 
ister is accurate: 

“Some months since, in the act of 
boring for salt water on the land of 
Mr. Lemuel Stockton, situated in the 
county of Cumberland, Kentucky, a 
vein of pure oil was struck, from 
which it is almost incredible what 
quantities of the substance issued. 
floods, at 
each flow vomiting forth many bar- 


The discharges were by 


rels of pure oil. These floods con- 
tinued for three or four weeks, when 
they subsided to a constant stream, 
affording many thousands of gallons 
per day.” 

That was March 12, 1828, more 
than 30 years before the Drake at- 
tempt. Meanwhile many salt water 
borings were contaminated by oil. 
Drake even made a study of boring 
as it was done around Tarentum, 
from where W. A. (Uncle Billy) 
Smith later came to drill the Drake 
well, after two other men had made 
contracts and thought better of at- 
tempting 1000 feet of drilling “and 
agree to forfeit or lose the pay if 
by his own negligence or carelessness 
he did not succeed in reaching that 
depth, if necessary.” Drake had been 
told the characteristics of drillers in 
that day. He said they often thought 
more of a liquid made from grain 
than of salt water and that holes 
frequently were lost after reaching 
400 and 500 feet. 


[ RAKE was the first man to at- 

tempt drilling for the purpose 
of getting oil. But he knew oil ex- 
isted where he proposed to drill and 
he knew that drilling was possible, 
even to 500 feet. He was outstand- 
ing in that he proposed to go as deep 
as 1000 feet. If this depth was vis- 
ionary the terms of his contract and 
the care of his preparations stamp 
him as a practical man, one who 


could not find the glory of the ac- 
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complishment recompense sufficient 
for his labors. 

Better for him if the legend were 
true. He would have had some solace 
for the years of poverty that fol- 
lowed the wasting of the riches he 
got from his venture. Glory would 
have been a consolation during the 
period when a modest pension came 
from the state of Pennsylvania. 

If he did not discover oil, if he 
did not drill the first well to produce 
oil, if he was not seeking glory, what 
was his purpose? Why did he spend 
all the money his backers furnished, 
go into debt for all he could borrow, 
keep the bit pounding away from 
June 9 to August 27 for the net re- 
sult of 69% feet of soil and rock 
drilled and oil, as much as 40 bar- 
rels in a day as the reward? The 
oil sold for as much as $1 a gallon 
and the barrels of that day were not 
restricted to 42 barrels. 

The answer reveals the core of the 
oil tradition and it is profit. It is 
an answer that must come of deduc- 
tion, for Drake did not complete his 
writing. It is not reasonable that he 
made the investigations prior to drill- 
ing without making other investiga- 
tions of what could be done with the 
oil he hoped to find. He must have 
known that men were willing to buy 
at prevailing rates, heat the liquid in 
crude refineries, put the residue in 
bottles, credit the fluid with curative 
powers equal to those made for the 
concoctions of today and keep that 
up until the owner of an oil well 
would be wealthy. 

That wealth was what 
wanted is further indicated by what 
he did with his wealth. He became 
civic minded, he went to New York 
and made investments no doubt hop- 
ing for greater wealth. The fact that 
he lost his fortune is the 
point. He was boring for oil because 


beside 


he could sell it and not because hé 
wanted to demonstrate to a doubting 
community that his theories were 
sound. 


ND profit is the spearhead of 
the oil tradition from the Drake 
well to East Texas. 
brought the swarm to Pennsylvania 


That was what 









Drake 





and what men did to gain profit con 
verted the petroleum industry, tem 
porarily, from a source of profit t 
a period of ruin. It was profit, like- 
wise, which tempted men to see this 
cheap oil as a source of light. Oil a: 
a drug store product faded away an 

oil for light took its place. 

From the pattern cut in Pennsy| 
vania to the pattern being cut in East 
Texas the industry can muster a1 
imposing role of capable and honor- 
able men. The one strain common it 
their careers is the effort to gain 
profit. It has also its role of dis- 
honorable, whose common strain is 
also the effort to gain profit. The 
differ in how they seek profit and in 
what they do with wealth, but they 
do not differ in the purpose of thei 
labor. 

Unless there is something faulty 
in that conclusion, the tradition of 
oil is profit. If the horde now drill- 
ing and causing the drilling that goes 
on from swamp to desert from the 
tropics northward could be asked 
why they seek oil the answers could 
be combined in that one word. The 
whole story of the search for oil is a 
story of the search for profit. 

That places the tradition at the 
center of the pattern. Profit 
not shape the pattern, it simply dic- 
tates that one shall be cut. The 
shape comes from whatever hope 
arises once a hole strikes an oil sand. 
The first well, whether it is a “poor 
boy” venture or backed by funds 
sufficient for all the labor of 10,000 
feet, has profit as its purpose. That 
applies for the second and the third 
and even into the last thousand 
wells, which wind up the pattern in 
the face of figures and admonition 
that they can not be profitable. Those 
who drill them simply think other- 
wise and act accordingly. 


does 


Even those pleading for regulation 
are speaking in terms of profit, for 
they fear investments will become 
unprofitable if the drilling continues. 
Proration, federal and all 
other efforts at regulation are finally) 
profit seeking. There is a fetish ot 
pleading for the stripper wells and 


control 


the words would indicate that men 
look upon stripper wells as next to 
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sacred. What it is all about is the 
fact that wells capable of flowing 
thousands of barrels return a profit 
with oil at a price which leaves the 
stripper wells unprofitable. 


F tradition and pattern are one at 
the core, how can the pattern be 
altered without changing the tradi- 
tion? That the industry would re- 
shape its pattern is evident. Other- 
much 


there would not be so 


conferring at Washington. 


wise 
Between 
the interstate oil compact conference 
at Colorado Springs and the accept- 
ance of the petroleum code enough 
down 


court decisions were handed 


and sufficient orders of proration 
were written to have reconstructed 
an industry in method and objective. 
The effort to alter the pattern is at 
its height today and still the pattern 
is being turned out as it was seven 
decades back. 

Singling out the tradition is time- 
ly because there is a vogue to the 
effect that profit is vulgar and not 
worth the best efforts of men. Its 
adherents hold that mankind can not 
enjoy what it deserves so long as 


men persist in gaining wealth. Low 


wages, long hours and child labor 
are some of the common objections 
raised in opposition to profit making. 
Enough has happened within a year 
to indicate the end of tolerating these 
flagrant abuses of profit making. 
None of this, however, is a denial 
of the search for profit. The new 
laws simply dictate that a profit is 
not to be had except by a change in 
the rules. 

Disagreement as to the vogue 
comes from those who consider the 
They 


accept it as fundamental, like the will 


desire for profit as ingrained. 


to live, like fear, like selfishness, 
which may be expressed in mother 
love or in producing oil in excess of 
an allowable. They consider chang- 
ing the rules as an assurance that 
men will ignore the laws or find 
ways to undermine them. Enough 
of the like of that has happened to 
quotation marks 


warrant leaving 


from the words hot oil. 


RACING the profit incentive to 
its root belongs to the philos- 
opher or the psychologist. There is 
another phase of the profit charge, 
however, not far removed from the 


events of the petroleum industry. 


Along with classing profit as un- 
worthy of primary effort, comes the 
further charge that too little that is 
beneficial ever comes out of gaining 
profit. This estimate is that men seek 
profit, gain profit and mankind is 
little the better for it. 

Oil has allowed two major bene- 
fits—light and transportation. These 
were not contributions. Men seeking 
profit found what other men could 
use for profit and the result of the 
two has been light and transporta- 
tion. What the kerosene lamp did 
for the human race is beyond calcu- 
lation. If enlightment and comfort 
are among the worthy accomplish- 
that cut of a 


ments of mankind 


quantity of crude oil having certain 


specifications as to gravity, color, 
flash 
coal oil, must be credited with major 


and fire and first known as 


beneficience. A similar product was 
being made from coal when the oil 
industry was born. Centuries before 
men knew that oil could be used for 
light. it was 


not available in quantities sufficient 


The trouble was that 


to permit general use. One well did 
not make it that plentiful but the 








Seminole at the Height of its Rush Development. 
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one well did convince other profit 
seekers that oil existed in such quan- 
tities and what took place by way of 
taking advantage of that need is 
what is being celebrated by the in 
dustry today. Both the pattern and 


the tradition are wrapped in the 


event. 


| . . 
S ME state statutes will warn men 
n ‘ 


1 


that it is a serious offense to 
leave explosive fractions in kerosene. 
These antiquated laws are testimony 
to the effect that the light fractions 
had 


that men were unscrupulous enough 


less value than kerosene and 


to seek profit by leaving them in the 
All the 


men could find for gasoline were not 


liquid that gave light. uses 
sufficient to avoid burning it, floating 
it out to sea or permitting it to escape 
in the atmosphere. 


The oil industry deserves no credit 


for the automobile. It so happened 


that the contraption provided for the 
transportation men prize above all 


others was and is propelled by a mo- 
tor whose fuel is an explosive mix- 
and atmo- 


ture of hydrocarbons 


sphere. Still it is not out of order 


to credit the seeking of profit 
through the finding of oil with pro- 
That 


amount of gasoline is beyond what 


viding that fuel. the current 
men need for the purpose does not 
detract from the claim. As gasoline 
stands today it is a cheap fuel and 
in quantity sufficient for no immedi- 
ate worries. 

Recently two sets of men have 
been bickering, with profit the issue, 
as between proper methods for han- 
The 
their adherents and the cause of the 
truck 


men of the petroleum industry. 


dling freight. railroads have 


owners has been assumed by 


And in Contrast— 
Almost Adjoining the East Texas Field Where the Wildest 


Orgy of Drilling of Modern Times is Underway, is Van. Orderly 
Development Under a Unit Plan Here Points the Way to Real 
Conservation—and Incidentally Another and Perhaps More As- 
sured, Route to Profit. 


It would be a peculiar turn of 
events to have the defenders of the 
truck come to the rescue of the rail 
interests unwittingly. Still the Diesel 
motor for driving the locomotive 
leaves no doubt that rail transporta- 
tion has been reduced in cost. One 
gallon of gasoline will drive a trucl 
four or five miles. The money re- 
quired for a gallon of gasoline will 
buy enough distillate to drive one oi 
the new trains twice that many miles. 
Fuel cost is not all there is in calcu 
lating transportation expense. But 
the load capacity of three rail cars 
exceeds that of a truck by so much 
that 
that the transportation battle is not 


casual consideration indicates 
over. 

Finding the answer in advance of 
the result would be easier if men 
were not following a tradition and 


cutting a pattern. 
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Sinee the Discovery of Oil in Americ¢a in 1859 


MONEY-SENSE OIL EXECUTIVES 


realize that the more time they More and more able executives 
give to creative executive prob- conserve their time by putting 
lems the more value they are to their equipment problems up to 


themselves and to theircompanies. a reliable supply company. 


If you want efficiency on your lease, use 
Norvell-Wilder matched equipment that 
works well with other equipment .. . call the 


NORVELL-WILDER MAN FIRST 


orvell ‘Wild er 


Suppl ly Company 
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SINCE THE DAYS OF COL. DRAKE 


JARECKI HAS hep/lence 


WI/TH THE O/L INDUSTRY 


, AVING been established 
“= seven years before Col. Drake completed his historic well, 
.. Jarecki is naturally proud of its long and close association 
with the oil industry. While Col. Drake and his associates 
were drilling the first well, Jarecki representatives called on 
them, and this company saw at once the possibilities and 





began to make materials to supply the oil and gas industries. 


@ In the decades that have since elapsed, Jarecki has kept pace 
with drilling progress. Never has it been willing to rest on 
the traditions or achievements of the past. As new fields were 
discovered, Jarecki stores were on hand to serve them. And 





as wells became deeper and drilling methods more efficient, 
oil men found—in the Jarecki line—equipment fully capable 
of meeting their exacting demands. @ As a result, each issue 
of the Jarecki catalog is an authentic record of the most 
advanced equipment of the period in which it was issued. A 











Henry Jarecki, . A 
founder of the copy of the latest Jarecki catalog should be at your finger-tips; 
Jarecki Manu- . aa Sn ae , 

facturing Co. if it isn’t, we'll gladly mail you one on request. 


The origina: 

Jarecki plant — 

with a floor 

space 18x 100 
eet. 


Main Ptante? Socasts Sieaaecearns 
Co —a halt million square feet o 





MANUFACTURING COMPANY 


General Offices—St. Louis, Mo. Home Office and -Factory—Erie, Pa., U.S. A. 
Branch Stores at all important Office igacee Pa.; El Dorado, Kans.; Tulsa, Okla.; Newark, Ohio; 
places in the Oil Country. istrict . Eastland and Dallas, Texas; Lawrenceville, lll. 
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HE formative days of the oil in- 
dustry, the first decade, were char- 
acterized by delirium and exceedingly 


high temperatures. Romance, action 
and drama were a part of the new in- 
dustry that expanded in a growth at 
unrivaled speed. From all corners of 


the earth came adventurous souls seek- 


ing profit, adventure and action. In 
the new industry, prince and piker, 
savant and .servant, gambler and 


preacher, speculator and investor found 
to their liking, a field for 
their personal activities, an outlet for 


conditions 


their energy. 

The 
northwestern 
spiked with a thicket of oil derricks; 
white plumes of steam billowed above 


hills 


Pennsylvania 


rolling and valleys of 


became 


the tree tops and the rough trails and 
filled 


stream of saddle horses 


roads were with a _ constant 
of the travel- 
ers and wagons hauling supplies. 

The industry spread fan-wise, down 
the valley of Oil Creek. Almost any 
place a hole was drilled, an oil bear- 
ng sand was tapped. There existed a 
profitable market for the 
il produced. Millions were made over- 


night and speculation was a popular 


ready and 


ind growing pastime. 

For six years, however, no flowing 
il wells were drilled. Then, miles away 
from the site of the Drake well, some- 
thing happened. 


Pithole City 
the Drake 
n a rugged and barren farming coun- 


Fifteen miles from well, 
try where land was not worth a dollar 
an acre, a well started drilling in 1864. 
[The owners operated under the high 
sounding title of United States Oil 
“ompany. At 610 feet an oil bearing 
sand was struck and with a sullen roar 
the well started to flow. It was the 
first flowing oil well ever drilled and 
ts flow was estimated at 600 barrels 
a day. 

The boom was on! News was flashed 
o nearby oil fields and a scramble for 
territory and leases ensued that has 
been surpassed. A mushroom 
town sprung up overnight and within 
a few months grew from nothing to 
30,000 population. Other flowing wells 
struck and added to the hectic 
excitement and further stimulated the 


never 


were 
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Karly Sketches in Oil 


HARRY BOTSFORD 


growth of the city that presently 
ranked as third in the state in the 
volume of mail handled in its post 


office. Railroads were graded. A plank 
road was built from Pithole City to 
Titusville. 

The value of farm lands was reck- 
oned in millions of dollars. The farm- 
ers, meagre, 
amazed, 


accustomed to living a 
poverty-stricken life, 
puzzled and confused by the burden of 
wealth so suddenly and dramatically 
thrust upon them. A half-acre lease on 
the Holmden farm realized a bonus of 
$24,000 before a single well was drilled. 
Hotels, theatres, saloons, assorted 
dives existed by the score. The place 
was a mecca for those seeking easy 
gain and excitement. The close of the 
Civil War brought hundreds to Pithole 
City seeking a continuance of the haz- 
they 
tomed. Nor were they disappointed. 
farmer realized $280,000 
100-acre farm. A 
owning a larger farm, refused an offer 
of $800,000 because he did not want 
his current crop of buckwheat spoiled. 
When it was time to reap the buck- 
the land had reverted to its 
original value of a dollar an acre. 


were 


ards to which had been accus- 


One cash 


for his neighbor, 


wheat, 


As suddenly as it had leaped into 
national prominence, Pithole City back 


pedalled into obscurity, a glowing 
memory in the minds of those who 
made it the world’s first boom oil 


town. Flowing wells do not flow for 
ever; producing methods were crude 
and unskilled, and water infiltration in 
the oil sands ruined the most profit- 
able wells. A series of fires wiped out 
most of the wooden buildings. Other 
flowing oil wells were struck in near- 
by fields and the population picked up 
its carpet bags and followed the newest 
of the golden trails. 


So rapid was the slide downhill that 
in 1876 there remained only six quali- 
fied voters, representing the original 
population. Today only one of the 
original buildings remains, an old 
church that stands alone, austere on a 
bleak hill. Below it can still be dis- 
tinguished the site of the main street 
of the wicked and one time flourishing 
center of oildom. Pithole City was 
succeeded by a long and impressive 
list of other little boom towns, all of 








which enjoyed their few moments in 
the 
Red 
Top 


Petroleum Center, 
Cash Up, 


some of 


sun. 
Hot, 


were 


3abylon, 
Shamburg, Tip 
the and 
indicative of the character of 
these rough-and-tumble cities. 


names 
rather 


J. Wilkes Booth—Oil Producer 


In the spring of 1864 a slim, grace- 
ful, perfectly mannered young man 
presented a letter of introduction to a 
citizen of Franklin, Pennsylvania, a 
dealer in oil properties. So engaging a 
personality had this young man that 
the consented to be- 
come his partner in the development of 
an oil property. A well was drilled and 
Started to produce at the rate of 20 
barrels a day. The young man was 
elated. The ranks of oil producers had 
received an addition in the person of 
John Wilkes Booth. 

The firm prospered. Booth became 
popular in social circles in spite of his 
variable and rather uncertain moods. 
At times he was morose, petulant, re- 


dealer readily 


tiring. At other times he was gay, so- 
ciable, friendly. 

When he left Franklin one morning 
in April, 1865, he told Mr. Simonds, his 
partner, that he was going East for a 
few days. Next heard of when the news 
was flashed across the continent of the 
assassination of Abraham Lincoln on 
April 14, 1865. His friends in Franklin 
were astounded. No act or word of his 
during his stay indicated any deliber- 
ate preparation for the crime with 
which he was charged. He had made 
no attempt to sell his oil property, or 
to convert any of his property into 
cash. He had money in the bank, 
owned a profitable oil property, had a 
good income and important business 
pending. This would appear to indi- 
cate that his intention to commit the 
crime was formed after leaving Frank- 
lin. 

Booth’s retained title to the 
property until 1869. There is a field for 
speculation as to what really happened 
to John Wilkes Booth after he left 
Franklin. What was actually behind 
the impulse to kill Lincoln? What sud- 
den influence had been brought to bear 
on Booth? Or was his deed actuated 
by insanity? Under a kinder destiny he 


heirs 
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might have been one of the respected 


pioneer oil men 


The Golconda Touch 
We alth, 


frequently leads to interesting 


suddenly and easily ac- 
quired, 
tragic conse- 


John 


and almost 
Take the 
who owned a large farm lo- 
bend of Oil Creek a 
the discovery well. Drill- 
that the 


amusing 


quences case of Ben- 
ninghoff, 
cated on a few 
miles below 
ing disclosed Benninghoff 
rich in oil. As time passed 


thrifty 


farm was 
suspicious 
He had 
a deep distrust of banks and decided to 
this 


safe, 


the owner, a and 


German, became very wealthy 
with 


become his own banker and 


in mind he purchased a cheap 
had it installed 


home and made an initial deposit of a 


in his modest farm 


half million dollars. 

Naturally the news leaked out and 
crooks of oildom 
The task 


was carried out smoothly and efficiently 


better 
raid the 


some of the 
decided to cache 
one January night when six men called 
at the farm, tied up the inmates, lei- 
surely sacked the house and safe, con- 
drank a gallon of 


sumed several pies, 


milk and disappeared. So casual, how- 
ever, had the looting been that the 
robbers obtained only $265,000, com- 
pletely overlooking a package of bills 
containing $200,000. 

John Benninghoff had awakened one 
morning to find 
now awakened one night to find him- 
self famous. His name was featured in 


himself wealthy; he 


the headlines in every newspaper in the 
land. The sum involved represented a 
new high in robbery. 

thieves were 


None of the valiant 


ever convicted. Two were caught in 
Canada but escaped on technicalities. 
Another, arrested in Colorado, frankly 
admitted his guilt dared the ar- 
resting officers to take him away. He 
had turned rancher and surrounded by 
over 100 gun-toting cowboys, laughed 
at the officers who prudently decided 
any attempt to 


in Texas, honored and 


and 


make remove 


died 


not to 
him. He 


respected. 


Easy Come—Easy Go! 
He was 20 years old, a dapper, blond 
teamster, gifted with a variety of pro- 
even for a_ teamster. 


fanity unusual 


He neither drank, smoked nor 
gambled. He was the adopted son of 
Mrs. John McClintock, wealthy owner 
of oil leases, but who lived modestly 
and who believed in the strict doctrine 
of hard work for the adopted son. 
She made the fatal error of trying 
to light the kitchen fire with kerosene 
and word of her death was brought t 
Steele. He unhitched his team, 
home to find himself 


John 
drove soberly 
the sole heir of a considerable fortune 
A sum of $200,000 was found in the 
house. For a year, until he attained 
his majority, the young man was lim- 
ited to his expenditures. Then he cut 
loose. 

He became the world’s champion 
spender. Until 
had been irreproachable. Circumstances 


this time his conduct 


seem to indicate, however, that he had 


made a close and accurate study of 


ways and means of spending money 
foolishly. He 
buying them for a single drive. He lit 
cigars with $100 bills. A 
sang a song that pleased him and John 


Steel gave him a $1000 tip. He walked 


gave away cabs after 


negro actor 
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Your crude oil treating problems are thoroughly 
understood by our research and service organiza- 
tions. The Tretolite Company offers an efficient field 
service to production men. Our service functions 
alike for the small as well as the large consumer. 


TRETOLITE COMPANY 
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York and 
stuck in 


New 
bills 
youngsters to 


through the streets of 
Philadelphia with $20 
his buttonholes for 
He backed bad shows, bet on 
money to fast 


snatch. 
slow horses and gave 
women. It was an orgy of spending, a 
positive mania. A million dollars were 
to the four winds. His expen- 
imagination of 
fea- 


tossed 
ditures captured the 
metropolitan newspapers, who 
tured him as “Coal-Oil Johnny.” 

When the fortune was gone, John 
Steele returned to his home, chastened 
and smiling. He went to work; he did 
not complain about the gamblers who had 
fleeced him, the chances he had carelessly 
He became a respected 
citizen, put little money in a 
savings account. He died, a few years 
ago, in a Mid-Western state, leaving be- 
hind him a family who sincerely mourned 
his passing. With the spending spree out 
of his system, John Steele never took a 


i 


thrown away. 


away a 


backward step and was a model citizen 
from that time on. 


Nitroglycerine 
Within a few years after the first wells 
were drilled, it was noted that their pro- 
duction gradually tapered off. The cause, 
as a rule, oil men decided, was that the 
oil bearing sand became clogged with 
Various methods were tried in 


paraffin 
an attempt to rejuvenate these wells but 


not a single one of them proved effective. 
There then appeared on the scene an 
nventive gentleman, one Colonel E. A. L. 

The time, November of 1864. 


Noberts 


a 


. 


Roberts had behind him a record as a 
successful inventor. He had been in- 
formed that several attempts had been 
made to stimulate the flow of oil from old 
wells by setting off a charge of explosive 
at the bottom of the drilled hole. He had 
been told, however, that these tests had 
been only partially successful. 

His ingenuity devised a material im- 
His scheme consisted, first in 
nitroglycerine. 


provement. 
using a high explosive, 
Second, his plan involved the use of 
“superincumbent fluid tamping.” In other 
and more simple phraseology than used 
in the patent application, Colonel Roberts 
proposed to use the high explosive and 
by using water as a tamping on top of 
the charge of nitro, to direct the main 
force of the sideward and 
downward. 

He had a difficult time finding an oil 
operator with courage enough to permit 
him to experiment on an oil well. But 
the experiment was carried out on the 
famous Ladie’s well at Titusville in Janu- 
ary of 1865.:The well immediately start- 
ed flowing; the process which became 
known as “shooting” an oil well became 
an economic necessity. The heat of the 
explosion melted ‘the clogging paraffin and 
the shock of it opened up the fissures in 
the oil sand, permitting a free and in- 
creased flow of oil and the explosion also 
gouged out a natural pocket or reservoir 
at the bottom of the drilled hole. 


explosion 


Roberts used foresight and had his 
process carefully patented. He was within 
his rights in charging the growing in- 


FIRST if ELL TomrecdoED, Fowee. 
3 satire Fa M. PA. 1863. 


dustry a fairly stiff fee for the use of 
his patent. He made millions of dollars 
and the oil men cried aloud that they 
were being robbed. Adventurous souls, 
seeking to profit on the violation of Rob- 
erts’ patent, mixed nitroglycerine in 
crocks and on moonlight nights tied sev- 
eral jugs of the touchy and sensitive ex- 
plosive around their necks and climbed 
over hills and rocky trails to “shoot” oil 
wells at a price below that charged by 
the Roberts organization. 

So started the famous “Moonlighter’s 
War” with its wealth of casualties. 
Roberts hired a regiment of detectives 
to protect his rights and mayhem and 
murder were freely committed on more 
than one moonlight night. Over 2000 
separate court hearings on the subject 
clogged the courts of Pennsylvania at one 
time. It was the bitterest affray of litiga- 
tion the commonwealth has ever experi- 
enced. Roberts, however, sustained his 
claims in every instance. He died, ex- 
tremely wealthy and honored by those 
thinking oil men who had a proper visual- 
ization of the service he performed in 
providing a method of increasing the flow 
of’ oil from old and new wells, a method 
that is commonly used today, with only 
slight variation of the Roberts’ procedure. 

A great breed, these early oil men. 
Pioneers! Some were good, some were 
bad. But they made history. They made 
a great international industry possible, an 
industry that contributes more to the com- 
fort of the peoples of the earth than anv 
other single industry. 
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“Used to Great 
Advantage’ 


... says this 
district superintendent 


Practically every district superintendent in the United 
States received a copy of the Composite Catalog. Over the 
life of the Composite Catalog we have had letters from a very 
large percentage of these men. They say, as Mr. Klein says, 
that they find it “of great advantage.” 

The classified index alone of the Composite Catalog occu- 
pied 40 pages of closely set matter. Hundreds of manufac- 
turers described their products in the main section of the 
Composite Catalog. 

If you haven’t already got the Composite Catalog habit, 
start using it. 

” The Composite Catalog is not intended to take 


the place of a supply company general catalog 
but is intended to supplement such catalogs. 


Youll find tr im Lhe mes 
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@ These figures, reported by a large operator, 
represent average practice in the number of 
bits used per well drilled at Pierce Junction, 
Texas, and illustrate the rapid progress made 
since the introduction of Haynes Stellite as the 
first hard-facing material used by the oil indus- 
try. All wells were drilled to the same depth 
(3600 ft.) and through the same formations. 







Prior to 1924—84 BITS PER WELL 
—shop dressed and tempered steel bits. 
1924 to 1928—44 BITS PER WELL 
—hard-faced but not hard-set. 

TODAY—14 BITS PER WELL 
—hard-set with Haystellite Inserts and 
hard-faced with Haystellite Composite 
Rod. 
















@ Hard-Setting. Present day practice is to hard-set the 
cutting and reaming edges of the bit with inserts of Hay- 
stellite, the cast tungsten carbide. The inserts are securely 
held in place with high test steel welding rod. 



























@ Hard-Facing. The hard-set areas are then covered witha 
| coating of Haystellite Composite Rod, particles of crushed 
| Haystellite held in a suitable binder, which prevents the 
sections between the inserts from wearing away rapidly. 
















@ Result. Bits set and faced with Haystellite Inserts and 
Haystellite Composite Rod form a fingered cutting edge, 
the ideal edge for efficient drilling. Such tools make fast, 
straight, out-to-gauge hole with long life between round trips. 













The Cast Tungsten Carbide diamond substitute 
made under processes protected by U.S. Patents, 


















HAYNES STELLITE COMPANY 


pioneers Hard-Facing 
in the Oil Fields 













HE oil industry is this year celebrating its 
75th anniversary —seventy-five years of 
notable progress and achievement. Haynes 
Stellite Company, the pioneers of the hard- 
facing process take considerable pride in their 
contributions to the development and prog- 
ress of the industry. 


First Bits Haynes Stellited in 1924 

Hard-facing was introduced in the oil fields 
by the Haynes Stellite Company when the 
first fishtail bic was hard-faced with Haynes 
Stellite in California in 1924. The first run 
resulted in such an amazing increase in life 
over shop-dressed and tempered bits that 
drillers began to demand not only Haynes 
Stellited fishtail bits and other types of drill- 
ing tools, but also equipment that would be 
capable of making full use of the remarkably 
long life of the new hard-faced tools. 

Thus began a decade that has made drilling 
history. Haynes Stellite Company have con- 
stantly led the way in development of better 
hard-facing materials—first, with the introduc- 
tion of Haynes Stellite, a cobalt-chromium- 
tungsten alloy, and later with Haystellite, a 
cast tungsten-carbide diamond-substitute, and 
Haystellite Composite Rod, consisting of par- 
ticles of crushed Haystellite uniformly distrib- 
uted in a suitable binder of high test steel. 


Haystellite, The Diamond Substitute, 
Introduced in 1928 

In 1928 Haystellite Inserts were introduced 
for hard-setting oil well drilling tools, and 
immediately all previous drilling records were 
surpassed. It was standard practice at that time 
to tie in Haystellite Inserts with a high strength 
steel rod and then cover the hard-set face of 
the bit with Haynes Stellite. 


Haystellite Composite Rod 
Introduced in 1930 

In 1930 the introduction of Haystellite Com- 
posite Rod for use as the final facing on the 
bit resulted in longer life of drilling tools and 
still further drilling economies. Today there are 
seven sizes of Haystellite Inserts and twenty- 
six types of Haystellite Composite Rod—an 
insert and a composite rod for every purpose. 
These products are used in every oil field in 
the world. 











Faster Drilling Speeds Have Followed 

Each Haynes Stellite Development 

A glance at the figures on the left will show 
the remarkable progress made during the ten 
years since the introduction of hard-facing to 
the oil industry. Drilling tools hard-faced and 
hard-set with Haystellite Inserts and Haystel- 
lite Composite Rod make fast, straight and 
“out-to-gauge” hole with fewer round trips. 

Careful and thorough research investiga- 
tions by Haynes Stellite Company and Union 
Carbide and Carbon Research Laboratories, 
Inc., combined with the practical field work 
conducted by Haynes Stellite Company have 
already saved thousands of dollars for the oil 
industry. This service will be continued for the 
purpose of ever increasing the efficiency and 
economy of many operations in the industry. 


New Booklet Describes Modern Practice 

A new 36-page booklet, “Haynes Stellite 
Products in the Oil Fields,” describes the latest 
methods and materials for hard-setting and 
hard-! acing oil well drilling tools and wearing 
surfaces of other equipment. This valuable 
booklet reviews briefly the history of hard- 
facing in the oil fields followed by detailed 
procedures for the application of hard-setting 
and hard-facing materials. There are also in- 
cluded over forty illustrations of various types 
of modern oil well drilling tools on which 
Haynes Stellite Products are adaptable. Copies 
of this booklet may be obtained from Haynes 
Stellite Sales Offices located in Chicago, Cleve- 
land, Detroit, Houston, Los Angeles, New 
York, San Francisco and Tulsa, or from the 
General Office and Works at Kokomo, Ind., 
or Foreign Sales Department, New York City. 
Information on Haynes 
> Stellite Products also is 
*e\ available through the 
‘0 } 42 apparatus shipping 
: j points of The Linde Air 
or ge 





\ 


Products Company. 


HAYNES STELLITE COMPANY 
Unit of Union Carbide and Carbon Corporation 
ruc} a 
1914-1934—Twenty Years of Progress 
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,ontrolled Directional 


Is Found to Have FP ractical A 


| Rar regents directional drilling has become an estab- 
lished practice in a number of Gulf Coast districts, and 
particularly in fields where a short horizontal drift may repre- 
sent the difference between success and failure. The first major 
attempt at controlled deviation was made less than a year ago, 
but since that initial effort the practice has been tried in one 
form or another in than a Coast fields. 
Conroe, Tomball, Barbers Hill, Pierce Junction, Danbury, 
Buckeye, Vinton, Sulphur, and Bay St. 
Elaine are among the fields that have used directional drilling 
as a possible solution to drilling problems. 

Controlled directional drilling has not been used altogether 
It also 


more dozen Gulf 


Hackberry, Bosco 


to establish and maintain a specific drift or deviation. 
has been used along the Gulf Coast to straighten holes, side- 
track junk, and to obtain geological information by drilling 
several shallow wells at a single location. The practice has 
been employed several times to reduce the degre of dviation, 
although directional drilling is usually thought of as a method 
for drilling away from vertical. 

The Gulf Coast is proving a good field for directional drill- 
ing, because of swampy conditions that make rig foundations 
expensive and the large number of salt domes that require an 
exactness in completing wells. No operator has made an 
attempt to bottom wells under the property of another, but it 
has not been unusual to cause a well to drift a limited amount 
to open a portion of the producing zone known to produce 
better than the portion that would be opened by drilling a 
straight hole. 
large and 
particularly tracts owned in fee, 
limited extent because of the expense involved in making well 


leases in Gulf Coast fields, 
have been developed to a 


Many inaccessible 


locations. Several good producers have been completed during 
the past year by purposely causing tests to drift up or down 
structure, the direction of drift being determined by the known 


ability of certain sections of the zone to produce. A few wells 


A Gulf Publishing Company Publication 


Drilling 


plications 


BRAD MILLS 


Associate Editor 


have been plugged back, redrilled and completed as good pro- 
ducers after original and almost vertical drilling had shown 
very poor results. 

Controlled directional drilling got 
Gulf Coast less than a year ago, through drilling a deviated 
A crater producer was brought under 


its big start along the 
relief well at Conroe. 
control in a sensational manner by drifting the relief well 
about 400 feet between depths of 1960 and 4800 feet, and drill- 
ing vertically to 5135 feet. The relief enabled the op- 
rators to pump water into the formation and kill the crater 


well 


producer. 

The achievement at Conroe attracted the attention of major 
Gulf Coast operators who saw the many legitimate possibilities 
of directional drilling. Since that time new applications have 
been found, and a number of problems common only to this 
district have been attacked. Directional drilling definitely has 
its limitations, however, and it should not be 
remedy for all production troubles. The practice represents a 
hope for production on edge leases, in faulted and 
around salt domes where the oil accumulation is spotted 


considered a 
areas, 


On one flank of the Barbers Hill field, the natural tendency 
is to drift down-structure. The course of a well was recently 
changed up-structure and it was completed as a good producer. 
Several wells in this field were more recently deviated up- 
structure with good results. The lower flank of the zone has 
become wet, and vertical or down-structure wells have produced 
water. By forcing the course of the wells toward the salt 
plug, portions of the producing zone yielding clean oil were 
opened. A few wells in this field were plugged back and 
directed slightly up-structure to produce in a higher section 
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ALWAYS 
DEPENDABLE 


Regardless of size or pat- 
tern you can always de- 
pend upon a Williams’ 
Wrench. Fifty patterns 
in more than 1,000 sizes. 


All fully guaranteed. 


J. H. WILLIAMS & CO. 
“The Drop-Forging People”’ 
75 Spring St. New York 
WESTERN WAREHOUSE & SALES 
OFFICE, CHICAGO 
WORKS, BUFFALO, N. Y. 


BUY FROM 
YOUR 
DISTRIBUTOR 
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This drawing shows how it is possible to drill more than 

one well from a single location by controlling the course 

of each hole. Such development may effect a large 
saving where locations are difficult to make. 





of the oil zone. This practice applied principally to workovers 
that were plugged back and recompleted. 

A major operator at Barbers Hill struck salt at about 1100 
feet and drilled continuously in this formation to 5600 feet. 
The hole was plugged back to 4000 feet and the course of the 
hole changed by directional methods. The redrilled hole went 
out of the salt at 4700 feet, and redrilling was continued until 
a good producer was obtained. It was necessary to drift the 
hole horizontally only 85 feet in 700 feet to pass out of the 
salt body. Course of this hole was changed in solid salt, while 
the desired deviation and drift were also maintained in this 
formation. It is commonly regarded as difficult to sidetrack 
or control the course of a hole while drilling in salt. 

Some difficulty was experienced recently in changing the 
course of a well in the Tomball field. This well was drilled 
to the usual completion depth, but production was a large flow 
of gas and a very small quantity of oil. The hole was plugged 
back and an attempt made to deviate it toward what was 
suspected as a better producing sector under the lease. Course 
of the hole could not be changed satisfactorily, due to pres- 
ence of a very brittle shale. 

Following a long series of attempts to change the course of 
the hole, a decision to drill deeper was reached. By drilling 
deeper a harder formation was encountered and the desired 
drift was established easily. The well was redrilled and com- 
pleted as a good producer. Original production was poor be- 
cause of a slight faulted condition. 

A recent attempt at deviated drilling at Conroe resulted in 
completion of an oil well on an edge lease, although the original 
hole was dry. This well had an average drift, from top to 
bottom, of less than five degrees, but it had short periods of 
drift of more than 20 degrees. Bottom of the well is under 
the operator’s lease, while the course of the hole was kept 
inside lease lines. Th final result illustrated the feasibility of 
forcing a deviation that will tap the producing zone, where 
vertical drilling had resulted in failure. 


Four Holes Under One Derrick 
At Bay St. Elaine in Terrebonne Parish, four wells were 
drilled from one derrick floor. The first well was a vertical 
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hole, while the three that followed were deviated to test forma- 
tions at other locations. These wells were drilled purely for 
exploratory and geological purposes, but directional drilling 
methods were employed. Only one string of surface casing 
was used, the deviated holes starting at a point below the 
bottom of the string. The results of these drilling operations 
were very interesting, and gave good evidence of structural 
trends. 
of drilling four holes from separate locations. 


The result was also a distinct saving over the cost 


A Black Bayou, Louisiana, well was straightened by form- 
ing a quick spiral in the hole. The well had tended previously 
to drift in the wrong direction, due to structural conditions 
and natural of bit. Direction of the drift 
changed three times, or a total of 180 degrees. This spiral, or 
corksrcew twist, was considered a better practice than simply 
forcing the course of the hole into a different degree of devia- 
tion, since the bit action might have restored the drift and 


action the was 


direction that previously caused trouble. Structural conditions 
and a natural bit action will sometimes cause a deceptive drift 
that requires an immediate change in direction. 

A difficult and unusual controlled drift was established in a 
Hackberry well at about 6500 feet. The 
tendency to wander in the wrong direction, due to structural 
Four whipstocks were set and the 
Deviation of the well 


hole had shown a 


conditions and bit action. 


‘ 


well was “swung” around 121 degrees. 
also was changed to 11 degrees from vertical to correct effect 
of the former drift. 


In the Sulphur, Louisiana, field the tendency is toward drift- 


ing down the structure. Wells must be bottomed within a 


Deviation and Loss of Depth per 100 Feet of 
Measured Depth 
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A straight HOLE 


is the shortest distance 
between production 
and profits aa 





Crooked holes cost money in drill- 
ing and pumping. Straight holes 
save money! That’s why it pays to 


check with SURWEL! 


The SURWEL Gyroscopic Clino- 
graph lowered into the drill hole 
proves by pictures if you’re off the 
vertical — and shows the actual di- 


rection of the deviation. 


Write for descriptive literature and rates. 


Also makers of the SYFO Clinograph. 


Sperry-Sun Well Surveying Co. 
1608 Walnut Street, Philadelphia, Pa. 


Dallas, Texas: 
1501 Munger Ave. 


Tulsa, Oklahoma: 
402 Petroleum Bldg. 


Tyler, Texas: 
Peoples Natl. Bank Bldg. 


Houston, Texas: 
819 Esperson Bidg. 


Los Angeles, Calf.: 
415 Petroleum Securities 
Building 


ThesSURWEL 
Clinograph 


(U. S. Patents 1,124,068, 1,959,141, 1,960,038 
and others pending). 


Sectional 

view of a 
SURWEL 
Clinograph 




















sector in this field to obtain satisfactory production. A 
wells have been “kicked” up 


giver 
number of structure to include 
This field is re- 
drift 
Originally developed as a sulphur deposit, th 


the best producing sections of the oil zone 


garded as a very tricky one, and a slight may cause 


trouble struc- 
ture has proved to be a prolific oil producer from a sharply 
defined accumulation 

7000 feet before 


Louisiana, a well was drilled t 


b developed. The bottom 


ar Bosco, 
1 fishing 3} section of the hol 


junked by plugging back to 3500 feet, and by directional 


w and straighter hole was drilled. In this instanc« 
d drilling was used t 
Texas, 


straight hi le, the c 


straighten the hol 


st at Buckeye, was plugged back and re- 
ntrolled drilling factor being 
rather than a deviated hole 


depth for the 


directed toward making a 
The redrilled hole 


formations wer 


reached a record district. 
} ] 


encountered and l 


Caving control of deviation 


and direction were 


structure 


tendency on one flank 


\ well in the Pierce: on fir was dit l uy 
] 


finished 


the best producing 


from 


aegrees 


uncommon \ 


tin ago o an old well she wed a de Viation ot 76 degrees 


survey 


vertical in 3500 feet, yet this sharp drift had not affected 


running inintentional drifts 


A 45-degree drift angle will drift a hole 70.71 feet on the 
horizontal plane for every 100 feet drilled. A five-degree drift 
angle will deviate a hole 8.72 feet per 100 feet drilled, whil« 
the loss in depth will be only .38 of a foot. A 10-degree drift 
angle will drift a hole 17.36 for each 100 feet drilled, with a 
loss in depth of only 1.52 feet. 

The usual procedure used in deflecting wells is based on on 
of three major cases. The first is to start a well to be deflected 
to a 
change 
proved unproductive; and the third, to keep a hole from drill 


predetermined point from the surface; the second, t 


the direction and location of bottom after a point has 
ing to an unfavorable spot, or to straighten it 
Controlled drilling is most favorable in holes of large di 
ameter, ll- and 12-inch 


and six-inch holes. 


holes being much easier to control 


than five The smaller holes are also much 


deeper on an average than the larger holes. 

When an old hole is to be 
the view of obtaining production in another direction, the first 
depth to prove 
the old bottom and find the most favorable plac 
When 
bottoms is established, it is necessary to determin 
drift 
point 


redrilled or worked over with 


is to get an accurate survey of the full 


to plug back and start deflection. location of the old 


and new 


the necessary angle and how it can be obtained to get 


to a necessary 


Operators using directional drilling in the various Gulf Coast 


fields have paid particular attention to legal aspects, and n 


attempt has been made to bottom wells outside lease lines 


Many 
roughly equivalent to bottoming a well vertically from another 


leases are large enough to permit a well drift that is 
location. In the case of several workovers, cost of making a 
new location has been eliminated by plugging back old pro 
ducers and drifting the redrilled hole to tap a better portion 
under another part of the lease 


of the producing zon 


Section of a typical salt dome, showing how 

it may be possible to complete wells in an 

oil zone by drilling through salt and deviat- 

ing to the producing formation, or by de- 

viating an extreme flank test to cut heaving 
shale in a flat position. 
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it ; i Nrinc Refined crude prices throughout the Mid-Continent 
Vi A R K I: | ‘ ee area dropped one eighth cent a gallon during the 


week, due to distress gasoline in East Texas. The 


ala rr 1 NOY most optimistic development was curtailment of 
~ | A | | S | hot oil movement in the East Texas field. 
we, 4 





1 e 
tank Cars < 


East Texas Gasoline Causes athe, sana tone 


to fuel, totalled 2885 or 


bd . ~~ * ° gall ns. Imm«e diate ly : 
Drop in Mid-Continent Prices ¢,° °°": 
dropped to 250 cars for the 24 hours ¢ 


HE Mid-Continent refined market effective enforcemnt in East Txas. Al-  jng 7 a.m. August 12, and the next 


bab gt 


which from a production standpoint though reports from the field were con- was less.than 100 cars. Soon patrons of 


4 
tne 


has been helped by effective enforce flicting but it appears that the railroad plants allegedly specializing in hot and 


% 


ment of hot oil and its products move commission has been able to cut hot oil cheap crude were yelling about having 


hey 


] 


ment bans in the East Texas field, was movements to the lowest barrelage in the placed orders and not being 


influenced adversely by continued of ae ~. ee ; near eg 
P ° ; ; , past 12 months move the stuff. Several plants 
lering Of substantial quantities Of gaso . 
:; . ‘Te ¢ During the week ending August shut down, supposedly becaus¢ 
line at distress prices in that field, with TI 
| result postings fell off one eighth ability : get ge = ; 
} f % > so acut lé tank 
cent a gallon, despite purchases of sur- Sas ra Came acute ¢ — ' 

. 7 ) SS to ser » s) n 

plus material by major companies un _ THE OIL WEEKLY | pressed int ervice to 1 
¢ ‘ z Estimated Average Daily Production Dall 1 Fort Wort! 
der the market stabilization plan for of Crude Oil to Vallas an ort ort 


Mn AAG ln, i 


# wee ae ' -f wer gi issuing of an injunction 
that district. The decline was felt by all District of Bbls. Daily for The issuin in injun 


grade S in East S| exas, Ne rtl q exas an | State Week Ending \ustin fail d to ke ( Nn the com! 
3 : , ‘ . TEXAS— Aug. 18 Aug. 11 : 
Group 3 areas, with the exception of trump card grip on the situation, sinc 
| Texas Panhandle 56,300 60,000 . 
North Texas 60,350 58,000 commissioners 
compant were not reporting West Central Texas 29,000 28,000 
a, Texas 148,325 150,000 
tast Central Texas 52,200 51,500 
New Prices East Texas Field 404,000 417,500 Outlook 
South Texas 55,000 60,200 ° 
In East Texas two levels of Texas Gulf Coast 175,000 174,000 The situation in East 


1 - 
prevail, with major company purch: Total Texas 980,175 999,200 has an unstable outlook, 
f OKLAHOMA— will not be cleared up u 

of surplus gasoline continuir O I Oklahoma City 174,950 195,370 ee 
volve prices higher than th Seminole Area 127,400 127,180 are carried to the supreme court 

é i : : : Tatums 6,600 6,510 M ‘oe oh. a oe 
tained by “shoppers.” The average 1 Lucien 7,260 7,150 Many companies who hay 

: Others 201,040 | 


‘ ding ¢ 
all transactions appeared, however: abiding by th 


} 


the new 71 octane rating rewrote their regulations 





‘ 
i 
i 


Sil ADR G a 


e rules and regulations 





Cert usw. 


Total Oklahoma 517, 5 are proy »%ked because federal authori- 
KANSAS— 

gasoline, which is off an eighth Ritz-Canton 
It is reported some third grade gas: A en 4 enforce oil administration orders and 
3 cent . . 1, Sedgwick 
. ah ‘ Others 


ve 314 cents for 62 and below 


ties have taken no definite action to 


line is available at are threatening to join the ranks of 





' : : ‘ rditions 
Under the stabilization purchasing p oe ee t oil merchants unless condition 
major companies were paying 334 LOUISIANA are changed at once. Another tactor 
, p North Louisiana 4, , ; 1 
a gallon as « mpared with Jvg to Louisiana Gulf Coast , tending to increase this action | 


1as 





cents the week previous been the recent curtailment of Eas 


Total Louisiana 
63 to 70 octane gasoline ; wa ARKANSAS A 31,025 Texas output to 400,000 barrels 
CALIFORNIA— vain — , 
Long Beach 67,000 68,000 [he influence ot 
Santa Fe Springs 42,000 41,000 ing felt as far as the Pacific 
Huntington Beach 47,500 45,500 ‘ 
Dominguez 21,000 19,000 where the reported shipment 
Inglewood 10,500 10,000 i p : 
Ventura Avenue 27,000 27,500 tanker of cheap East Texas crude 
Seal Beach 7,000 7,000 1 Cad ] ar t Wor! 
Midway-Sunset 56,000 60,000 marketing departments A 
Elwood ; 12,000 12,500 ause of the likely disastrou 
Kettleman Hills 63,000 62,500 i : ‘ 
Playa del Rey 9,000 8,500 to the marketing plan, Ww 
, ‘ Others 143,000 150,500 y 
cents. . rth Xi la! I ! has been al 
2 . Total California 505,000 512,000 . ; 
getting 59% cent Oo! 2 and ) ea “a ‘ ’ the region, 
MOUNTAIN STATES— A , 
ww octane gasoline, whil ‘ Wa Wyoming 37,500 36,500 The crude situation of the Unite 
‘ - Montana 9,300 8,900 : , 4 
bringing 4% cents. Colorado 3,500 3,400 States as a whole improved. Production 


ighth cent, having East Texas 


fect aioe Riad ne! 


pli l 








Total Rocky Mountain declining 42,030 barrels, with East Texas 
Crude Situation States 50,300 48,800 

NEW MEXICO 47,400 47,700 ‘ - , 

While the gasoline market was weak EASTERN STATES 102,000 102,500 figures do not include hot oil shipments, 
iia MICHIGAN 29,000 30,500 Oe “eae 

ned, the crude situation appeared mor and accordingly East Texas dropped mort 
Total United States 2,490,625 2,532,655 


accounting for the large portion. Thes« 





Stable last week as a result of the than actually accounted for 


A Gulf Publishing Company Publi 








SI risTti 





Oklahoma Refined 375 end point, 4% to 4% California is making some progress t 
to 70, 360 end point, 4% ward meeting its allowable of 490,200 


I rices Are Down ' en barrels, average daily production during 


(“LOsn (; dow of a nur 1 ast Natural gasolines: The 26-70 grade, 3 the past week having been 505,000 bar 
— | . Re “ ‘ 


31%4 cents rels, a decline of 7000 barrels trom th 
Burning oils: The 42 to 44, water white previous week. No one field is causing 
osene, 3% to 3% cents; to 43, wa- much trouble, but several fields are 
er white kerosene, 2% to . cents; 3 siderably over their quotas 

10 prime white distillate, g to Miscellaneous Kansas fields showed 


- 32 to 40 straw distillate, 244 to 2% decided increase over the previous week 


to 36 straw, zero, 2 to 2% with the larger fields holding steady 


29 
nts: 32 to 36 dark, zero, gas oil, 2% to Texas remains well within its allowabl 


of 1,001,300 barrels, and the troubleson 


fields are quieter than they have beer 


cents 


for some time \ few areas report 


I 


Production Situation Shows better feeling toward various restrict 


Improvement During Week |. : _— 
, 6 East Texas Shipment 


RODUCTION of crude oil in the 2 
: r nited States last week declined ma. 2Yroubles California Market 
re than 200 cars of mate terially from the average of the previous 6 Saen petroleum products market in the 
it the price showt week, the 2,490,625-barrel daily average general Los Angeles area continues 
continued fai trons for the period having been a decline of splendid shape. The same ts true tor the 
unchanged and _ thers 12.030 barrels. The current daily aver- San Francisco section, but it looks like 
change in the burning oil age production is still considerably abov trouble is brewing in the Oregon-Wash 
the allowable of 2,449,300 barrels. ington country \t least one cargo ot 


Texas, with a daily average production East Texas gasoline is enroute to the 





»f 980,175 barrels, showed a good decline West Coast, after being loaded at Hous 


to the consuming 
8000 to 10,000 gallons, during the week, with the East Texas ton. Rumors say a second car 
field accounting for the bulk of the drop scheduled for the West 


> 


3 (Oklahoma) refinery, ex- 
all federal, state and other The Gulf Coast showed little change, Houston 
handling charges, were ap while North Texas fields were climbing Reports indicate the first cargo is to be 
as follows nominally unloaded at Portland. It is further re- 
gasolines: Third grade ‘ Oklahoma reported a decline from th ported that this gasoline is to be unloaded 
and below octane, ;‘ to 3% previous week, but is still wellabove the = at a cost of about 5 to 5.5 cents a gallor 
grade, 63 to 70 o 37 180,100-barrel federal allowable. The Ok without tax, but including tanker charg 
premium grade, 434 to 5 lahoma City field accounted for most of | and canal tolls 
100 end poir 4, to 3% ‘the state’s decline If this is true, trouble is brewing and 
another price war in that area is possible 
if not probable. The sales executives 
the West Coast major companies don’ 
How Production Compares with Federal Allocation | Sct ed On ie eee & Eee ee. 
price war followed the unloading of 
<ast Texas gasoline, and 


Week Ending August 18! 4 Weeks, August 11? a F 
| did not make the profit he had 


pi 





;—_—_—_- ————_——_ —— — 


Allocation Daily Daily 
July Average Average marketing agency in California is 





buying more gasoline than had been ex 


would be necessary, but 


30,400 30,750 +350 31,700 
California 490,200 505,000 + 14,800 515,150 
Kansas. . 131,200 134,525 +-3,325 133,450 
RUB. ov kkc 0 ccedeie 87,200 94,225 +7,025 95,900 

1,001,300 (17: —21,125 ,025,850 
Oklahoma 480,100 517,25 +37,150 493,900 
New Mexico : 46,700 4 +700 47,700 
Rocky Mountain.... 46,800 50,300 +3,500 49,550 
Appalachian States. . 102,200 102,000 - 200 101,600 
Michigan 33,200 29,000 29,500 


this fact, the general situatio 
There are very few independet 
stations in the state selling n 
it less than the established 
small cut-price refineries 
trouble in getting natural gasoline, 
what they do buy on the open market 
at prices higher than ruling quotations 


Such plants are causing some trouble, but 


United States... . ; f 2,449,300 2,490,625 32! 2,524 300 +62,200% not much 


Imports crude and The crude oil situation is in 
fuel oil 113,179 | shape. The new and lower allowable for 


wo 
\ugust is pinching a little in places, and 





& ile? n71 0° | 
Crude to Stills*...... 2,571,250 there is some overproduction, but not ir 
ve ; ; ee — | an amount that will hurt. The averag 
10il Weekly estimate for current week ; . I, estimate. , rye Bs 
‘Average allowable f er 462.10 for week ending August 11 was close to 


512,000 barrels, against an allowable of 


The Ou Weekly, August 20, 1934 

















Crude Runs 


to Stills; Finished and Unfinished Gasoline; Gas and Fuel Oil Stocks: 


and 


Cracked Gasoline Production, Week Ended August 11, 1934 


(Figures in thousands of barrels of 42 gallons 


Daily Refining Capacity 
of Plants 


Reporting 
Potential 


Rate 


DISTRICT 


Total 
Kast Coast 582 
Appalachian 

Ind., Ill. Ky 
Okla., Kans., Mo. 
Inland Texas 
Texas Gulf 
Louisiana Gulf 
North La Ark 
Rocky Mountain 


California 


Crude Runs 


Daily 
Average 


Stocks of Finished 
Gasoline a 


Stocks 


to Stills 


Total 
at Refys., 
Term., 
etc 


Bulk 
Term., in 
Trans. & 

Pipe Lines 


of 
Unfinished 
Gasoline 


907 


14,894 
1,497 306 
7,098 


4d 


102 


Stocks 


Other 
Motor 


each) 


Cracked 

Gasoline |! 

Produc- 
tion 


Daily Charging Capacity 
h of Cracking Units 
Stocks 5 
of 
Gas and 
Fuel Oil 


of 

Reporting 
Daily 

Average 


Potential 


ate Total % 


Fuel 


12,118 496 471 5.0 


1, 1° ) 100.0 


2,288 





TOTALS WEEK 
August 11, 1934 








August 4, 1934 


Below are set out estimates of Crude Run 


Estimate B. of M. Basis Aug 
Estimate B. of M. Basis Aug. 


U. 8. B. of M. August 1933 
Daily Average Crude Runs 





a)Amount of unfinished gasoline contained in naphtha distillates. 
Includes unblended Natural Gasoline at refineries and plants; 


b) Estimated 


The 
sets a figure below government allotment 
But th 


180,000 barrels a day state umpire 
prac- 


to 


to allow for new wells, et 


tice of California operators is 
produce much of their monthly quota the 


the 


many 


first part of month, and then shut in 


their wells 
The 
placing orders 
to be lifted shortly 


ing made on the Standard of 


firm. Japan is 
1,000,000 bar- 


fuel oil market is 


for at least 


Shipments are 


1 


New Jer- 


contracts, and other shipments are 


made I 


fuel 


is ¢ xpecte d 
ter. The 


ntinue 


strength 
this 


xtt 
market 


offshors 


a 


oil win 


movement c S 


for 


t 63 to 70 cents 


Panhandle Crude 


Contract Is Made 


Pampa, Texas.—Dixon Cri 


de-~ 


ver 500 barrels of Carson-Gray County 


etining Company has contracted to 


high gravity crude daily to Taxman Re- 


fining Company, owner of a refinery at 


Wichita Falls. The former has extended 


it 3'4-mile four-inch line from its field 


pump 


p station near the county line to The 


lication 


A Gulf Publishing Company Pub 


9 


) 


3 


2 
) 


s and Cracked Gasoline Production on B. o« M 


2,540 


2,500 


82 70 6,122 


6 











41 69.4 48,310 6,401 


Basis for Week Aug. 11, 


also blended Motor Fuel at plants. 


Pipe Line Company’s main line 


Texas 


station at Kingsmill. The trunk line tar- 


iff crude from Kingsmill to 


Wichita Falls is 10 cents per barrel 


on moving 


Institute Invited to 
Los Angeles in 1935 


resolution to invite 


Angeles.—A 
the board 


Los 
of directors and 
American Petro 
1935 annual 
Los Ange- 
the of 


the office: *® 
the 


leum 


the 
hold 


institute 


members of 


Institute to the 


meeting of the in 


s has been adopted by board 


] 
i¢ 


directors of the California Oil and Gas 


Association 


Acceptance of the invitation was 


the grounds that an 


of 


urged on import 


ant segment the official personnel 


and the membership lives in California, 
that eight years have 
annual institute meeting was held here, 
that the fields, 


nearly 20 percent of the total 


passed since an 


and California which 


supply 
crude production of the United States, 
the close study of the en- 


are worthy 


tire industry 


1934 compared with 


4,100 











4,100 
Aug. 1933 Bureau figures 


T S 
Daily 


B. of M. August 1933 
Average Cracked Prod 


Summary of Field Results During 


Past Week 


Init. 
prod. 


0 


13,163 
0 


Fail- 


ures 


Gas 
wells 


Comple- Oil 


tions wells 


0 
6 
0 
0 
2 


16 


State 
0 
0 
0 
0 
0 
0 
0 
4 
0 
0 
0 
0 
3 
3 


Arkansas 
California 
Colorado 
Illinois 
Indiana 
Kansas 
Kentucky 
Louisiana 
Michigan 
Mississippi 
Montana 
New Mexico 
Ohio 
Oklahoma 
Texas 

W. Virginia 
Wyoming 


155 


INN bh 


oo 


9 


( 


ot emt 


2 
1 





Total 597,290 


Comparison of Permits Granted for 


New Wells 


Total this 
date 
last 
year 


32 
601 
496 
404 
217 
665 

4,450 


1933 
year 
total 

47 
593 
755 
682 
420 

1,315 
7,845 


Week Total Total 
ending this this 
Aug. 18 month year 


1 5 54 
13 29 410 
0 61 499 
17 56 614 
10 33 291 
44 107 1,327 
110 324 7,681 


State 


Arkansas 
California 
Louisiana 
Kansas 
Michigan 
Oklahoma 


Texas 





Total 195 615 10,876 6,865 11,651 


37 


| 


| 

















MARKETS 


and 


STATISTICS 





Kast Texas [legal Crude 


Production at Low Level 


duction in the 


reduced to the 


Te Nas Illegal pre 


Texas field has been 


vel attained within the past yeat 


a series drastic let 


] 


ct by the Texas Railroad 


10 days, whereby 


during the past 
is placed on rail shipments of all 

A district 
Austin, Au 


commiissiol 


lucts derived from hot oil 

injunction granted at 
O, Was countered by the 
leaving 


amending its regulations, thereby 


mmission forces still dominating the 
ortation situation 


urt hearing sche 


in Sherman, Texas, has been 


United 
collab 
orders 


ban , 
in effect Au 


‘ sprung 

A number 
temp abandoned 
aking 1¢ the 
into the Oil 


barrier, 

for adm 

oline market 

Carries 

f illicit 
rule 
f crude 


monthly 


Depart 
interior’s regulations imposed 


railroads applied to the inte1 
vement, but \ 
the intrastate 
and 


€ nable d 


exemption of gasoline 


the commission 
continue to produce or 


llegal production up to 


pur- 


their 


ability to procure clearance papers on 
by-products. 

Effectiveness of the order prohibit- 
ing movement via rail of products of a 
questionable source is best ilustrated 
by the fact that during the week end- 
total of 2885 cars of 


refined and semi-refined products, in- 


ing August 12 a 


volving about 25,300,000 gallons, were 
shipped from the district. On the sec- 


ond day after the orders were gen- 


erally in force movement dropped to 


250 cars, or nearly 50 percent, while 


than 100 


were cleared, according to reports. 


the following day less cars 
Approximately 100,000 barrels of un- 
production daily 


its appearance in crude receipts by pipe 


accounted for made 


lines and refineries during the week 
ending August 13, which included three 
days that the stringent orders were in 
effect. this period the field’s 
allowable 408.610 bar- 


wells, 


During 
was estimated at 
14,225 
lines extending from th 
440,325 


plants received in excess of 75,000 bar- 


rels daily from but pipe 
e field averaged 
shipments while 


barre Is daily 


rels daily 


East Texas Gasoline 
Moving Via Pipe Line 
Tyler, Texas.—Shell Petroleum Corpo- 


ration has elected to move its gasoline 


purchases from East Texas plants during 
\ugust via pipe line to its refinery at 
Houston to be re-run to meet its specifi- 


cations before marketing the product. 
was allotted 24,300 barrels 


August 


This concern 

gasoline as its purchasing 
Code 
stabil- 
First shipments via pipe 
Shell 


Corporation completed a four- 


terms of the Oil 
market 


quota under the 


\dministration’s gasoline 
on program 
re started August 10 when 

Line 
inch lateral line from its field gathering 
ystem to connect with plants near Kil- 


gore The 


along 


gasoline is dispatched in 


batches with crude, thereby en- 


abling the company to net a big saving 


in transportation costs on deliveries to 
its Houston refinery 


F. H. E. Oil 


ntracted to sell 


Fort Worth, 
output of 
64 flowing wells in the Gregg County 


Company, 
has ce crude 
section of the East Texas field to Crown 
Central Petroleum Corporation, Houston, 
scheduled 
F-H-E 


deliveries 


The 


for on with 


tk Start 


year, 


August 20 Pipe 


Line Company, a subsidiary, is installing 
a five-mile three-inch and 
four-inch gathering system to deliver the 
crude to Texas-Empire Pipe Line Com- 
pany, which will transport the oil to the 
Gulf 

Tyler Pipe Line Company, owner of an 


combination 


Coast. 


extensive field gathering system, with an 
eight-inch trunk line extending to Tyler, 
where it supplies Taylor Refining Com- 
pany, has been changed to International 
Line Company. The latter is con- 
trolled by American-Liberty Oil Cc 
pany, Dallas, which acquired about 
percent of the stock of Tyler Pipe Li 
United Corpora- 


Pipe 


Company from Texas 


tion, Dallas. 


Announce September 
Gasoline Allocation 


Washington, ha 
allowable gasoline production for 


— Allocation of 
Sep- 


tember, as announced by the planning 


and coordination committee, will be 
as follows: 

East Coast district, 5,400,000 barrels; 
Appalachian, 1,375,000; Indiana-I]linois 
Kentucky, 5,250,000; Oklahoma-Kansas 
Missouri, 4,100,000; Inland Texas, 2,- 
400,000; Gulf Coast, 6,000,000; 
Louisiana Gulf Coast, 1,100,000; Nort! 
Louisiana-Arkansas, 760,000; 
Mountain, 715,000; California, 4,700,000; 


for board of reviev 


Texas 
R« ¢ k y 


held in reserve 
580,000 barrels. 


New Form for East 
Texas Gasoline Buyers 


Washington, D. C 
of refiners who are parties to pending 


Meeting objections 


which the oil code is at- 


Administrative 


court suits in 
tacked, the 


Board has developed a new form of con- 


Petroleum 


tract to be used by purchasers and sellers 
East 
cover gasoline supplied from current pro- 


of gasoline in the Texas area to 


_ 
i 


duction, it was announced August 
Oil Administrator Harold L. Ickes 
Each form requires that the seller will 
not process hot crude oil or pre duce gas- 
1 


oline in excess of the gasoline allowabl 


\ provision is included that “in the event 
vendor cannot obtain sufficient crude oil 


at the 
to manufacture the gasoline 


current market price from which 


herein sold, 
then in that shall be 


gated to furnish only that gasoline which 


event, vendor obli- 
he is able to produce from his supply of 
crude oil or that which is furnished him 
by the 
market price.” 

It was announced that the 


vendee or his agent at the current 


Department 
of Justice has ruled that the form of con- 
tract is not contrary to the anti-trust laws 


The Oil Weekly, August 20, 1934 








MARKETS and 


STATISTICS 





Crude Oil Price Quotations 


(Figures Represent Basic or Flat Prices—Revised to August 18, 1934) 








DISTRICT 


Oklahoma-Kansas 


Texas Panhandle 
Gray County 
Carson-Hutchinson 


West Texas 
Ector, Pecos, Wk’'lr., 
Crane, Upton, Howard 
and G k pias 


ee 
Texas Gulf Coast 


+Goose Creek, Hull 
Liberty, 

Pierce Junction, 
Moss Bluff, Raccoon 
Bend, Sour Lake 
Spindletop, Sugarland, 
West Columbia, 


Low 
Grav. 


(288 84 
| 
N. and N.-C. Texas }28— .79 
| 


134— + .79 
\34— .69 


Humble, Rabbs Ridge/20— 


South and SW — 
Refugio (Light). ... 
Refugio (Heavy). . 


Eldeado East Field) 
and Smackover. . A 


Iowa, Cameron Mds. 


Rocky Mountain States 
Salt Creek 





29— .84 


High 
i Grav. & Date 


9-29-33 


G 2¢ l40- $1 08! 


2¢ |40— 1.03] 9-29-33 


9-29-33 


we. |B 

| 

| 

| | 

3 | 40— .91 
9-29-33 


2¢ |40— 81 
9-29-33 
| 9-29-33 
| 9-29-33 
9-29-33 


9-29-33 
| 1-11-34 


9-29-33 


9-29-33 
9-29-33 
9-29-33 
9-29-33 
9-29-33 
9-29-33 
9-29-33 


3-17-34 
9-29-33 
9-29-33 
1- 1-34 


34— 9-29-33 


34— 9-29-33 











40— 9-29-33 











Low | 
Grav. Dif.| 


DISTRICT 

Elk Basin } $*1.17 
Grass Creek (Light). | 17 
Big Muddy | 01| 
Rock Creek 02!) 
Sunburst : 35) 
Lance Creek. . 02) 
Osage ee 62) 
Cat Creek 45} 
Pondera. . . : 65) 
Hog Back, N.M. 
Lea County, N.M.. 


Mid-West States 
ima. 
Illinois. . 
Princeton... 
Western Kentucky. 
California 
Signal Hill 


DISTRICT 
Richfield 


igh | 
Grav. | Date 


| 9-4 20-35 


Whittier-LaHabra. . 
Montebello. 


Coyote Hills. . .. 


Santa Fe Springs. . 


Seal B.,Alamitos Hta. | 1‘ 
2 New Hail, 
trick, Kern River. . 
Midway Sunset, Elk 
Huntington Beach... 
1 


Inglewood 


Wheeler Ridge 
Kettleman Hills 


Playa del Ray 
Pennsylvania 
re 
Sw Pa., Pipe Line 
Eureka Pipe Line... 
Buckeye Pipe Line... 
Corning Grade... . 
Michigan 
Central Michigan. 
Muskegon....... 
Canada 


24— 
Olinda-Brea Canyon. |14— 
_— 
Athens-Rosecrans 
Domingues. . . . .. (23— 
}25— 
\27— .g 
30— 1 


Elwood (fob ship) 33— 1 
Torrance. ... 14— 
16 — 


21— 














PPEPPPPPP PPEPPPPPPPPPPPPPPPPPPPP 
SERLLRLEE LALLALRLLLALELLELLRLELL 


3 
Mckit- 


Hills,Buena Vista Hills 





Dif.| 


|——| 


70 ry 
85| 4¢ 
93) 4¢ 
00} rv 
11| 

65 3¢ 
78) 3¢ 
65| 1¢ 





High | 
Grav. | 


Date 


16—$ “67| 9- 6-33 


}20— 
{22 
“u— 
27—~ 


99 
118— 
124— 
20— 
}22— 
|24— 
26— 
19— 
29— 





82! g- 
89| 6-33 


1 
1 ” 








*All Fa mney rate. 


oast prices as posted by Humble Oil;&]Refining 


uae 














*All gravities—flat rate. 





MAJOR PRICE CHANGES 





March 5, 1933 

May 2, 1933......... 
May 9, 1933 

OS) eee 
June 19, 1933.... 

June 26, 1933... 

July 6, 1933...... : 
po) eee 
July 28, 1933 

August 11, 1933....... 
August 24, 1933 

August 30, 1933 
September 6, 1933... . 
September’, 1933... . 
May 1, 1934 





Penna. 


(Nat. Tr.) 


Up 10¢ 


Up 10¢ 


Calif. 
(26 Gr.) 


Mid-Cont. 
(36 Gr.) 


; Cut 24¢ 
Cut 19¢ Serene 
Up 19¢ 


Up 10¢ 
Up 10¢ 


Up id¢ 
Up 15¢ 











i 
i 
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CRUDE PRODUCTION TAXES 


Oklahoma—Three percent of gross value less 


royalty interest. 


Texas—Two cents or 2 percent, 


higher. 


Louisiana—From 


four 


depending upon gravity. 
Arkansas—2.6 percent of gross market values. 


Montana—Three 
well and %4-cent per 
Wyoming 


percent 


barrel. 


to 11 


of gross 


and New Mexico—Production tax 


based upon state and county assessments. 


California—.66443 mills per barrel of oil pro- 
acre on proved oil 


duced and 17.39 cents per 


lands. 


A Gulf Publishing Company Publication 


whichever is 


cents a barrel, 


value at 
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A QUICK-SETTING CEMENT 


A WELL / 


High temperatures, high pressures and the pres- 
ence of waters containing a high content of calcium 
chloride are three reasons that make the use of a 
quick-setting cement dangerous in a well. Any one, 
or a combination of these, may cause such a ce- 
ment to flash set and result in disintegration. 


Present practice indicates that high quality, 
standard portland cement is safer and has ample 
quick hardening properties to give the most con- 
sistently satisfactory results in oil well cementing. 


Recent experience in the J. T. McElroy 103, 
which was successfully cemented at 10,301 feet 
shows that high temperatures are distinctly a factor 
to be considered. A series of readings in this well 
showed temperatures which averaged 149 degrees 
Fahrenheit and 8 tons of ice were consumed in 
lowering the temperature of the water used with 
the cement, to guard against premature hardening 
while the cement was being pumped behind the 
casing. 


LONGHORN CEMENT sets normally and obtains 
a high early strength in ample time to meet the 
conditions encountred in cementing any well and 
at the same time it avoids the dangers of flash 
setting caused by any 
of the reasons outlined 
above. In any case no :; —— 
time will be lost since 
the Texas Railroad Puved / 
Commission has ruled ’ 
that the plug cannot FOR OIL WELL 
be drilled in any well CEMENTING 
for 72 hours regard- Of the 151 wells com- 
less of the type of ce- pleted in the Greta field 
ment used. jene 1, 208% 99 sume 
cemented with LONG- 


HORN CEMENT . 
every one satisfactorily. 








Let us show you how 
you can safeguard your 
cementing operation and 
save money, too, with 


LONGHORN CEMENT 


REPUBLIC 


PORTLAND CEMENT 
COMPANY 
Smith Young Tower 
SAN ANTONIO 
TEXAS 












































MEN IN THE INDUSTRY'S NEWS 


(Continued from page 12) 





A. C. EASTERWOOD has been appointed scout for Tide Wate: 
Oil Company in the South Louisiana Coastal area. 


W. JAMESON, aged 72 years, connected with various Cali 
fornia oil companies bearing his name the past several years 
died August 6 at the family home in Sierra Madre, California 
after an extended illness. He was one of the first operators at 
Santa Fe Springs. Mr. Jameson entered the oil business in 
California in 1900. He is survived by his widow and two 


sisters 


G. HALLIE McGRATH, 40, special agent for the oil code 
branch of the U. S. Department of the Interior in the East 
Texas field, was fatally injured August 13 as a result of a fall 
from the fifth floor window of his hotel room at Tyler. He 
had been with the oil code bureau for several months, ar 
previously had resided at Amarillo, Texas, where he engaged 
in the oil business. Survivors include his mother and a sister 
residents of Amarillo, and a brother Dan McGrath, an Assistant 
United States Attorney General. 


] 


J. McNAMARA, 45, superintendent for International Pipe 
Line Company, operator of a crude gathering system in the 
East Texas field, was fatally stricken August 13 while on duty 
in the field. He is survived by his wife and two children 
Funeral services were held at Tyler, home of the deceased for 
the past three years, on August 14, with interment at Lancaster, 


Texas. 


JAMES B. HAZLETT, widely known oil man, died at the 
family home in Independence, Kansas, recently. Born near 
Bradford, Pennsylvania, in 1861, he started work in the oil 
fields of Pennsylvania when in his teens and followed the 
business of contractor and producer in Pennsylvania, Ohio, 
Indiana, Illinois and Wyoming. At one time he was the 
largest individual stockholder in Prairie Oil & Gas Company 
and Prairie Pipe Line Company. 

With his partner, H. E. “Ike” West, Hazlett pioneered in 
the Lost Soldier, Wyoming, and other fields in the Rocky 
Mountain states. Later they sold their Wyoming holdings to 
Prairie Oil & Gas Company for a reputed consideration of 
$4,500,000. 


ALFRED F. KEITH, Tulsa district manager for Chicago Tank 
Car Company, died in a Tulsa hospital on Sunday, August 12, 
of a heart ailment thought to have been aggravated by the 
intense heat. He had suffered chronic heart trouble for several 
years but had not been seriously ill until the day before his 
death. Keith came to Tulsa three years ago from Chicago 
He is survived by a brother, O. S. Keith, president of Chicago 
Tank Car Company. 


A. Z. ORDWAY, veteran shooter for American Glycerine Com 
pany, was killed on Saturday, August 11, when the company’s 
magazine, containing between 200 and 300 quarts of nitro 
glycerine, exploded. He had been employed by the company 
for the past 12 years and was known throughout the Mid 


Continental area as a competent and careful shooter. 


LEE MANN, division foreman of pipe line department of United 
Gas System, has been transferred from Pettus division to the 


same position in the San Marcos division. 


W. O. ALLEN, division foreman of the pipe line department of 
United Gas System, has been transferred from the San Marcos 
division to the same position in the Pettus division. 
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Light -Weight Rig Used on Gulf Coast 


Successfully for Semi-Deep Holes 


HE performance of a light-weight gasoline engine- about 10 cents per foot on third-grade gasoline, which is 
transported to the well site by truck and stored in a large 
container. Another feature is that it requires but a very 


small quantity of water—an important item in wildcat drill- 


driven rig has proved that the smaller sizes of this 


type of industrial prime mover are capable of efficiently 


lrilling moderately deep tests in the Gulf Coast area of 


a ¢ . . ing since water supply of large amoun are not always 
Louisiana and Texas. Engines of this type design have —_ mer SUpP* 5S mats & re 


: : : ‘ j cag: ; available. The only water required is that for engine cool- 
been used for a number of years for oil well drilling pur- nar hic: | : , ; 
ing and for mixing rotary mud. In this connection it is 


poses, but the majority have been of higher horsepower : 
interesting to note that the radiators on the engines have 


rating than the ones being utilized by Conservative De- : ; , 
been removed and that the cooling system is of a circulat- 


velopment Company, Houston, and therefore the latter in- om A 
i _ ing type. The engine water system is direct connected to 


tall 7 rect | rt . . jf 
Stallation 1s of interest and importance. , 
a large water tank. Still another important factor that 


\ rig belonging to this company, powered with two adapts it particularly to wildcat drilling is its ease of opera- 


g ating of y 125 h > each. ] 6 
engines having a rating of only 125 horsepower each, has tion At present three-men shifts, and one tool pusher, are op- 


completed nine tests along the Texas Gulf Coast. In drill- erating it 24 hours per day. 
ing these nine holes, all wildcat tests, the rig has made a Several mechanical features further increase its efficiency 
total of nearly 36,000 feet of hole, and is engaged now in and adaptability to wildcat drilling. It is extremely flexible 
drilling its tenth tést, which is in the Louisiana Coastal  anq portable. The engines, which are operated by a syn- 
district. The deepest hole made with it was 5700 feet chronized throttle, are so connected that either engine can 


suited for the type of work for operate the draw works or slush pump, or both may be 


This drilling unit is well 
always es compounded so as to obtain greater power. They are con- 


which it is being used. In wildcat drilling it is 


sential that geological data on formations encountered be nected through a reversing clutch placed behind the draw 
as accurate as humanly and mechanically possible, and this works. Its portability is achieved largely because of its 
of its somewhat slower speed, permits obtain- light weight, which makes it 


to location and into areas that want for the lack of roads. 


It is also quickly rigged up and placed in operation at each 


rig, because easy to move from location 
ing excellent strata samples. In addition, it is equipped 
with a specially attached pulley for running a wire line 
type core barrel. Also, it has a low fuel cost, averaging new location. 





BeBe, |. yj 


Prime Mover End of Conservative Development Company’s 
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Eighth of Revenues from 
Motor Transportation 


Washington, D. C—During the fiscal 
vear ending June 30, 1934, the 


nment collected approximately one 


federal 


tax revenue from the 


eighth of its entire 
variety excise taxes on motor trans- 
rtati n. according to figures made pub- 
lic today by the National Highway Users 
Conference, of which Alfred P. Sloan, 
Ir. president of General Motors, is 
chairmar 

The conference ta tions a based 


on returns to the Treasury Department 
for the complete fiscal year and show 
that the motor vehicle owners of the 
country paid $309,110,436 through the 
excise taxes on gasoline, lubricating oil, 
passenger cars, trucks, tires and tubes, 
parts and accessories, and pipe line trans- 
portation of oil. 

Collections from the automotive taxes 
in 1934 were 70 percent greater than 
for 1933, the total for that year being 
$181,434,958, it was pointed out. 

Commenting on the returns for the two 


years and the future outlook, Roy F. 


20 Percent of South 


Texas Acreage 


San Antonio, Texas.—Approximately 
20 percent of all acreage in South Texas 
was under lease for oil and gas as 1934 
opened, and by mid-year this total had 
increased at least two percent 

It is estimated that more than 9,000,000 
acres in 60 .counties comprising South 
Texas were in the names of companies 
and independent operators on August iL, 
1934. All acreage in South Texas totals 
40,953,240 acres. 

Of particular interest is the fact that 
less than 100,000 acres have been proved 
productive to date, or about one fifth of 
one percent of the vast district is now 
producing oil or gas. Considering the 
potential producing areas and the quan- 
tity of acreage under lease on commer- 
cial or development basis, a continuance 





Leased 


of the present drilling activity is vir- 
tually assured. 

As the year opened, reports of acre- 
age under lease totaled 8,243,620 acres. 
Humble Oil & Refining Company was 
credited with 2,013,944 acres of this 
amount, or one fourth of the amount 
leased to all other operators in South 
Texas. This was in a great part account- 
ed for by the 20-year lease made on the 
King Ranch properties. This solid block, 
consisting of approximately 1,250,000 
acres, is located west of Corpus Christi 
and includes several counties along the 
Gulf Coast. It is the largest single lease 
in the United States. 

The table presented herewith explains 
acreage holdings of companies in South 
Texas during the years of 1931 to 1934, 
inclusive. 











Company— 1931 1932 1933 1934 
Me a sl dl re 278,611 41,281 90,095 95,113 
oo oon he alata ekcdoa a aaa 11,501.61 8,141 
=. yaar aR tas pha ae: 475,488 424,586 424,000 429,359 
Barnsdall . ...... nicwiabiaaeae Tae 23,671 \ ere re 
California bd innigiae kad esa ee 22,045 81,469.43 81,468 
FF OCCT PE Pere 60,285 52,117 159,783.57 160,279 
eS PROT CT Oe .... 94,500 65,035 46,400 46,400 
CS Ree ee 303,275 213,624 276,234 
EN Ss Beers meee eee se 809,547 835,174 2,060,000 2,013,944 
ES FOO TE EE res 110,642 128,772 70,000 79,045 
DEGMNIND, Gite ka cdandeeeeeendecn 917,640 971,350 858,781.27 858,788 
DOOMESS | jc kccekussvdsenios Beneen 9,163 2,932.30 2,933 
Phill’ 9s a oe eer 43,139 25/137 24,000 24/365 
Plymouth ‘ciiw cede eee cw Seabees ‘cane 28,516.96 27,046 
RE hon ots nana tated 42,464 26,507 20,295 20,545 
Republic eae ee eee eee ere tT ae 32,148 31,012 
I a hai Se 2 esata ae 319,226 224,078 227 ,389.3 242,061 
NR ie ak ices a gi atneen 36,551 30,992 27,565.5 27,652 
Sinclair Prairie 96,870 92,371 197,298 217,704 
ee ee ere 103,566 183,131 123,279.45 211,116 
Be eee ere eas 609,094 630,276 712,763.21 715,989 
Texas . Oe a 829,390 685,761 629,555 641,813 
Tidal . ba wtateG et We 48,111 13,199 10,494.68 12,799 
United ; 210,000 208,478 208,000 208,278 
ee re reer ame ee ee Pe 1,811,536 
5,348,239 4,996,399 6,415,318.99 8,243,620 

Total acreage in South Texas—40,953,240. 

















Britton, director of the National High- 


way Users Conference, said: 

“Now that complete figures for the 
two years are available, we are in a bet- 
ter position to appreciate what a heavy 
burden those ievies impose on motor 
transportation, as well as the flagrant 
discrimination they involve. 

“No one can argue that the Govern- 
ment of the United States should deriv 
one eighth of its total tax revenue from 
excise taxes on one form of transporta- 
tion. 

“The much heavier total returns from 
these taxes last year were due in consid- 
erable part to the additional one half cent 
tax on gasoline which was in effect for 
the last six months of 1933. The in- 
creased returns from the individual levies 
represented, of course, improved condi- 
tions, but there is little doubt that the 
major industries affiliated with motor 
transportation would have shown still 
more improvement, were it not for these 
federal levies superimposed on extremely 
high schedules of state and local motor 
taxes. 

“The federal excise taxes represent on 
the average a toll of approximately $13 
per motor vehicle, and increases by just 
that much or more the cost of highway 
transportation. They amount to one 
third of the collections by the 48 states 
and the District of Columbia, to which 
highway generally contend this 
field of taxation should be exclusively 


users 


left for highway construction and main- 
tenance purposes. 

“Under the present revenue law, the 
federal automotive excise taxes are due 
to expire midway in the year 1935. By 
that time there will have been collected 
from this one source close to $750,000,- 
000, since they were re-imposed in the 
Revenue Act of 1932. 

“It is to be hoped that the special com- 
mittee recently appointed by the Secre- 
tary of the Treasury to study taxation 
will recommend that the federal govern- 
ment hereafter strictly avoid inroads into 
this over-exploited field of taxation.” 


China’s Trade Consumption 


The faith of China in future automo- 
bile registrations, which is synonymous 
for faith in future increased consumption 
of petroleum products, is seen in the fact 
that the Greater Shanghai municipality 
seven percent loan issue of 3,500,000 yuan 
has been oversubscribed tenfold. The 
loan is for a 12-year period, against taxes 
on motor cars as security, and was issued 
for the purpose of providing funds for 


roads, bridges, a museum, library and 


slaughter-house for the municipality. 
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Russia’s Program 
Drilling and production in U. S. S. R 
are due for a definite, sharp increase dur- 
ing the remainder of this year, as in 1936 
and 1937, if plans of the government for 
expanding the oil industry are carried out. 
The Russian government has said that 
oil production must increase to 47,000,000 
1937, more than double the pro- 
duction in 1933. The for 1934 
provides for an output of million 
tons. During the first half 
the output totaled only 11.8 million tons 


tons by 
program 
30.7 


of this year 


which, while it is a gain of 18.7 percent 
1933, 
leaves nearly two thirds of the quota to 
be produced during the latter half of the 
year. Whether this can be accomplished 
is problematical. 


2 
over the corresponding period of 


Drilling operations are scheduled to in- 
crease to over 4,000,000 meters in 1937, 
as compared with 839,000 meters in 1933. 
For the first half of 1934, drilling in the 
fields of U. S. S. R. totaled 645,000 
meters. 

The quota for crude oil run to stills in 
1937 is set at 40,000,000 tons. Crude oil 
run to 1933 totaled 18.5 million 
Gasoline production must triple by 
1937 in Russia. 
is set at 8.55 million tons. This compares 
1933. 


stills in 
tons. 
The quota for that year 


with 2.76 million tons produced in 


Production Up 
In Canada 


Canada’s crude petroleum output in 
May amounted to 117,693 barrels, ac- 
the 
Ot- 


cording to a report just issued by 
Bureau of Statistics at 
tawa. In April 118,890 barrels were pro- 
duced and in May, 1933, the output 
89,754 barrels. During the 
months ending May, 1934, petroleum 
production in totalled 607,600 


Dominion 


was five 


Canada 


4 Gulf Publishing Company Publication 


barrels, an increase of 45.4 percent 
over the output in the corresponding 
period of 1933. 

Alberta’s output in May 
to 104,598 barrels, made up of 99,750 
barrels of crude naphtha and 1544 bar- 
rels of light crude oil from the Turner 
Valley field, 2032 barrels of light crude 
oil from the Red Coulee field and 1272 
from the 


amounted 


barrels of heavy crude oil 
Wainwright field. 


Persian Representative 
At London Named 


Ali Asghar Khan Zarrinkafsh 
now taken up his appointment in Lon- 


has 


don as delegate of the Persian govern- 


ment under the terms of Anglo-Per- 


—Photo courtesy “The Naft.” 
ALI ASGHAR KHAN ZARRINKAFSH 


sw 
— 


sian Oil Company, Limited’s conces- 


sion. 

He has had a long and distinguished 
government _ service. 
After graduating the School of 
Political Science in Tehran he was ap- 
pointed an inspector of the ministry of 
justice. At the end of a year he was 
transferred to the ministry of foreign 
was assistant director of 
section of that ministry 
until 1918. In the following year he 
appointed secretary to the 
Persian legation at Washington, where 
for a acted as charge 
d'affaires. 


career in the 


from 


affairs, and 
the British 


was first 


time he also 

On his return to Tehran, he became 
“chef de cabinet” at the ministry of 
foreign affairs for years, after 
which he was transferred to the min- 
1932 he became 


two 


istry of justice. In 
under-secretary and then acting min- 
ister of which appoint- 
ment he held until his selection by the 
Shah as delegate to Anglo-Persian Oil 


the interior, 


Company and financial counsellor to 


the Persian legation in London. 


New Test for 


Northern Mexico 


Allende, Coahuila, Mexico—A_ deep 
test is projected on the Las Uvas ranch 
near here, in the State of Coahuila, to 
develop gas on a large structure displayed 
in a recent geological survey. The con- 
cession consists of approximately 50,000 
acres and is held by A. Navarro, of 
Mexico City 

The test, reported to be 
Mexican interests, will likely go to 4000 
feet if production is not developed in a 
It will be a cable tool 


financed by 


shallower horizon. 
job. 

A complete geological survey recently 
was made by Charles W. Fowler, geolo- 


43 














gist, of San Antonio, Texas, and location 


made for the first test 
Buda lime, 
The Eagle- 


some 


The surface formation 1s 
near the top of the section 
ford Shales overlay the Buda in 
portions of the ranch The first horizon 
expected to show is the Tamasopo lime, 
same producing formation 
breaks 


which is the 
in the Tampico district. 
thick lime have been en- 
countered in other drilled in the 
general area in the past, and it is ex- 
pected that this well will test at these 


Several 
in the section 
wells 


levels 
The well 
Ohi Mexico Oil 


prospect at the town of 


from the 
( lote 1, 


is about 12 miles 
Company’s 
Blanco, which 


has had several showings of gas. Its 
best showing was around 3000 feet, where 
the flow was estimated at 1,250,000 cubic 
per day with a of 680 

ds. The well drilled to 4200 feet, but 

a fishing job, and is now trying to 

by tools at 3200 feet. <A 

well is projected on this structure by the 
Ohio 
Both 


Peyote 


pressure 


second 


Mexico concern 


tests are in the area known as 


Hills, 


Pass, 


miles 
United 


a general uplift 


and are about 40 


from Eagle Texas, in the 


states These hills are 


with the axis running in a northwest, 


southeast direction 

This portion of Mexico is well known 
for its mining and smelting projects and 
from these plants for 


there is a demand 





upward of 10,000,000 cubic feet of gas 
per day. 

One of the large smelting concerns al- 
ready has expressed its willingness to 
construct a pipe line from the well to its 
plant if a gas reserve of sufficient pro- 


portions is developed. 


Sumatra Elephants 

Recently it was necessary to call out 
Palembang to 
wild elephants that 


the military troops from 
herd of 
ran rampant over producing properties in 
Sumatra, Dutch 


dam- 


rout out a 
the region of Dyjambi, 
East 
age. 
was contemplated, as a patrol was kept 


Indies, causing considerable 


Possibility of a return of the herd 


on the properties. 


Bahrein Production 


M. S. A. 
Standard Oil 
credited in a French trade j: 


Moffett, vice 
Company of 


pre sident of 
California, is 
urnal with 


the statement that six wells on Bahrein 


Gulf of Persia, are producing 


6000 


Island, 


daily an aggregate of barrels 


Azerbeidjan 


Exploratory effort of Azneft Oil Trust 


on the island of Azerbeidjan, U.S.S.R., 


is. said to have resulted recently in an 


enhancement of the estimate of the po- 
area as an oil re- 


tential value of the 


serve. 


Nova Scotia’s Prospects 


Queries have been made regarding thx 
prospects of oil production in Nova 
Scotia, North América. 

There are no oil fields anywhere in 
Nova Scotia. In southwest Mabou drill- 
ing was done many years ago which re- 
sulted in showings of heavy oil from thx 
Pennsylvanian, but nothing even remote- 
ly resembling an oil field has ever been 
developed. 


Brazil 

Victor E. Oppenheim, consulting geolo- 
gist, has been retained by the Brazilian 
government of South America to make a 
detailed study of those areas in Brazil 
that seem to be most favorable for petro- 
leum 
his work on the 
republic and planning for extensive field 


occurrence. He is now completing 


southern states of the 


work in other areas not previously 


geologized. 


Rotary for Italy 


Local 


operators in the Vellezza oil 
District of 
Parma, Italy, are planning to introduce 


otary drilling in that field during 1934 


Emilia, Province of 


field, 


Present activity is furnished by five 


tool 
cable rig, and three Canadian rigs con- 


portable cable rigs, one standard 


verted to cable drilling. 
A sand and marl series provides the 


Ohio-Mexico Oil Company’s Clote 1, Payote Hills area, Northern Mexico, which has 


encountered several gas showings. 
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The New Home of 


PORTABLE RIG 


where is manufactured a complete Drill- 
ing Rig for your job whether it’s going 
to ten hundred or to ten thousand feet. 


Our several years experience devoted solely to A stock and parts department for the complete 
Portable Drilling Rigs, powered by Waukesha in- servicing of Waukesha Engines, in conjunction with 
ternal combustion engines, are combined in our new our Branches. 
home in their essentials for increased service. , . A 
- A bilit yong te : pe etheten ; er en We wish to express our appreciation for past 

, é - P >s ( ) ; or oO Vv Ps , ° : r 

a ee ee ' favors from our many friends and invite you to in- 


rail or truck spect and use the service offered above. 
A repair and service department with trained me- 
chanics for maintenance or emergency repairs to Engineering data and information. cheerfully 


Waukesha power units or rigs furnished. 


PORTABLE RIG CO. ww. 


DALLAS HOUSTON LONGVIEW 


Distributors in Texas for 


ENGINES WAUKESHA PARTS 
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cua sets vine Data Gathered for State 


wn 


present 
3000 


well were drilled in 


well yund feet 

many 
area some years ago, but only gas 
was obtained, and the field was practi- 


cally 
upposed to be 


abandoned. The present test is 
drilling on a closed 
tructure scout drilling 

State of Western Australia 
Limited, Kimberly 
of Western Australia, is 
an intensive geological 
direction of Dr. Ar 


geologist 


proved by 
Freney’s 
Country, northwest 
carrying out 
survey under 
thur Wade, London 
State of ‘ictoria One 


going doy on an 


Gippsland, 
deep test is ant! 


cline. Some small wells are producing 


Canadian Field 
Held as Reserve 


Foremost gas field, located in Town 
hips 5 and 6, Ranges 10 and 11, West 
of the fourth Southern 
Alberta, Canada, is closed in and being 
held as a reserve by Canadian Western 
Natural Light, Heat 
Company, Limited. The 
the field is estimated to be 15 
mil The field has 


de 


meridian in 


Gas, and Power 
proven area ot 
square 
been defined on 
yvered in 
Limited’ 


feet for 


field was disc 
1916 when the United Oils, 
3 was completed at 3716 


million 


Foremost 


itial flow of seven cub 


ras per day, from lenticular 


2030 feet. The 


ywer section of t 


production 


regime are to lay 


261 miles of a 621-mile 12-incl 
tank farms in the 
with Orsk in Oural. A re 
Orsk to handle the 


throughput of the line will have a capa 


of the Soviet 


tine 
ing 
district 


planned at 


1.500.000 tens annually. : rdir Gg 


Proration Hearing 


vide nce 
conditi 


Statewide pr 


, 
sical 


evidence 
September 1, 


nt orders ex 


Cuts Expected 
During August the commission’s pe 


troleum engineers, under the direction 


of Gordon Griffin, have made potential 
bottom-hole 


fields 


tests in sev- 
to be 


and pressure 


eral to gather information 
presented at the hearing 


\ bottom-hole 


Government 


test on 150 
Wells 


week, shows 


pressure 
wels in the area, 
which was completed last 
that the 


side rably 


average field pressure is con- 
lower than it was at the time 
that field fixed 


Under provisions of the current order, 


allowables for were 
each well is allowed to produce in pro 


portion ot its bottom-hole pressure 


Wells with 800-pound pressures are al 

produce 60 barrels per day 
500-pounds pressure 
Wells with 


sures between these extrem«e hare 


with 
allowed only 20 barrels 


proportionately. 


On this basis the average allowabk 
for the North field is approximately 43 
However, the new 
ts show wells with 

of 800 pounds or more. As 
these are in North end of 


the field, a drop in the total field al 


barrels per well 


only three 
pressure 
the extreme 
lowable amounting to four five 
thousand barrels is anticipated by Grif 
fin when the final computations are 
mace 

At the July 
mended that the 


to 30 barrels until these tests were com 


hearing, Griffin recom 


top allowable be cut 


pleted, ll 


| and it is expected that he wi 


1 
renew this re 


ommendation in the light 
f information resulting from these 
tests 
Another check of the Hull field is to 
completed before the hearing, and a 
will probably be recommended 
At the last Griffin 
ymmended a reduction of more than 
taken 


hearing 
cent, but no action was 


he commission 


East Texas 


“ommission engineers completed 


ym-hole pressure tests East 


and has certified to the various « 


( ympleted 
potential tests 

the first of Aug 
ghet potential th; 
previous tests, 


: 


chiel petrol 


Griffin, 
s¢ reports it appeal! t it 


cuts may be anticipated i 


Texas at present, as completion 
relatively slow and the allowabl 


1 increased only 2000 barrels during 
first 10 days of August. 


Nominations 
not asked for 


presented at the 


lhe commission has 


nominations to be 


1 


hearing, as those called for in June in- 
cluded the month of September. No re- 
should be these 


nominations correctly reflect the crude 


ductions necessary if 


desired by Texas operators, as_ the 


exceed the current allowable by mor 


than 157,000 barrels. The allowable f 
100,000 be 


shown i! nN 


st Texas alone is nearly 
the demand as 

table indic: 

districts, as 


‘| he appended 
1ominations by 


with the current allowable 


N 
500,606 
167,622 

57,683 
33. 286 
54,111 
209,086 
68,375 
58,826 


407,440 
149,324 
56,80 
31,001 
61,990 
177,468 
51,996 
56.500 
149,595 992,518 


Texas Pipe Line 


Assessments Announced 
Austin, Tex.—The 


has completed its assessments on 


State Tax Boar 


+ 


pipe in 
pipe lit 


intangible assets of Texas 
ounti 
the assessments for taxing 

The total assessable value of the 
of all lines in the 
$65,000,007, w 


its share, a 


tangible assets 
was placed at 
bring to the state as 
of $500,500, taxed at 77 cents per 


board auditors estimate 
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$5,609,100; ‘Texa 
] 


rate at ¥ nts ] 1 Pipe Line Company, 
untered only 


Empire Pipe Line Company, $3,357,000; 


Line Company, $1,249,430; mall | 


i whici Willi Inca! 

1 of some $604,500 to b aid by th Tidal Pipe before drilling 
Williamson County Pipe Line Com into 
$7,500; Yount-Lee Pipe Line It will plug back and shoot lime near 


$1,919.000 | 


lines to the vari sulphur water at 4257-4267 feet. 
Because of the wide variations in set pany, 
the 4100-foot level, where a flow of ga 

1ated at 8,000,000 cubic feet daily 


be worked out that could be ap ti 
vas passed up. This te 


( : all weve : wa nest ary a North Cowden Field \ : 1g 7 
into consideration peculiar condi- “ a —_ outhwe ank O if 1 
- 1 Is Defined in Width Humble Oil & Refining 


instant to the operation OI each 
Width of tl tarting a south offset 


productive limits of the North Cowden Means 1, which established 


the first year that such a law vin 
' field, Ector County, was restricted to field for Andrews County 
flowing 251 bart 


of the different lines, no standard Company, 


San Angelo, Texas 


been effective 
d by the last regular ssion of two miles when the Landreth P1 
Texas legislature ring f tion Corporation’s T. P. Land 


, and its sponsors imated vague- re 


brit f 





SCANDINAVIA 


250,000; Atlantic 

$6,620,200: Atla : 
164,575; Adel ompany, $10,000; 
Arre v Refinins Y ducing mpany, e - a = 
oo Se Oil Field Brake Lining 


$7,000; Continental P in¢ m 
‘ipe Line Com SCANDINAVIA has no plies to peel 


pany, $50,000: Cardinal Oy 
$5,000: Channel Trans} t and I TATOcrre< ] cas x ~ = } rac~thaiy 
| =e ft wears down evenly througnout 


$2 50.000 1 
~ , 1] f T } 
) It Wi! not sojien OI spread unael heat 


nyt will not 3 
$20,000; al Pipe , pressure, nor will it smoke or burn. 
pent ap ~ f ied _ pre For the most efficient “‘ton-mile” performance 
pany, $25,000: Gulf Pipe Line naa be sure to specify Scandinavia Brake Lining. 
$3,356,984: ible Pip } } 
ere inois Pise Lim . 
pany, $1,000,000; International Pi Scandinavia Solid Woven Cotton Belting 
awe pong ' nti Pumping » Drilling » Conveying » Elevating 
"ne a 


Manufacturer: 


S? OOO 


95% 406 


12 Poe | Se ANDINAVIA BELTING COMPANY 


Newark, N. J. » Cleveland, O. » Pittsburgh, Pa. » Charlotte, N.C. 


319.000 clai: ed — bei ou Distributor 
ipany of cas. $4.4] oe HARRISBURG ENGINEERING COMPANY 
2 Fort Worth, Texas and branches 


MID - CONTINENT SUPPLY COMPANY 


Fort Worth, Texas and branches 


MECHANICAL PRODUCTS CORPORATION, Lp. 


Los Angeles, Calif. 
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GEARS—WIRE ROPE—ROLLER CHAINS 
PIPE JOINTS—ROLLER JOINTS 


all these are most effectively lubricated with 


TEXACO CRATER COMPOUND 


TEXACO CRATER COMPOUND is an ideal lubricant for rotary drilling equip- 


ment because it possesses these outstanding characteristics: 





1. It is a straight mineral product free from non-lubricating “fillers.” 

2. Prepared from specially selected crudes. 

3. Will not separate, harden, crack or flake off. 

4, It is HIGHLY ADHESIVE. 

5. Prevents actual metallic contact by maintaining a film of lubricant 
that is not affected by rain or water. 

6. Stands up under highest heat or severest cold. 


7. Its use means lengthened life of your drilling equipment and de- 
creased costs for replacements. 


Try Texaco Crater Compound just once and you will 
be amazed at its protective, adhesive qualities under 
conditions where other lubricants fail. 


Emergency orders can be filled from our numerous ware. 
houses which are so located as to insure quick delivery. 


REG.US PAT. OFF 


THE TEXAS COMPANY 


Texaco Petroleum Products 


135 EAST 42nd ST. NEW YORK, N. Y. 
O F F lc E § JI N PRIN CtlPAL Cl! TitleE#s§$ 
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IELD statistics for the were little changed from 


previous 


the week except that there was a substantial 
as revealed by 


Reports 


lata on new wells show 


com pari- 
386 


only 


loss in the number of active wells 


son of completions and new starts include 
completions while incomplete 
195. Texas, Oklahoma and Kansas all had more completions 
than 253 total 
initial estimated at 597,290 barrels being 
(See tables, 


new oil wells having 


the bulk as usual 


starts. There were 


in East Texas page 37.) 


New Mexico 


Preliminary performance of five tests in the process of 
pool, Lea County, indicate the 
and that it is second only 


completion in the Cooper 


field will be a prolific producer 
to Hobbs in the This important development is re- 


sulting in the staking of a large 


State 


number of new locations 


South Texas 


a large producer in the 
Coletto Creek 


| 
I] 


newly found 2800- 
field, Victoria County, is 
spot. \ 


County by a 


Completion of 
foot 


indicative 


sand in the 
that this 
Pettus trend pool was 
good for 


pool wi ne a very active 
opened in Oak 
300 barrels upwards. It is of 


leads the 


Live 
well estimated out- 
way to the de- 
horizon in the Pettus- 
well of the Tom O’Con- 
being killed in an effort to 
wildcat in Hidale showing 
well at 4135 feet. Completion of prolific 
Yegua sand area of the Cole field, 


this region 


tanding importance because 


velopment of another producing 
Mirando trend. The new discovery 
nor pool, Refugio County, is 
hut off 


water. A » County is 


a large gas 
producers in the new 


Webb County, promises a h y play for 


Oklahoma-Kansas 
Fitts pool, Pontotoc 


and 


The gusher yielding area of the 
was half a 
a well making 300 barrels per hour. The third 
pool, Oklahoma 


making 165 barrels per hour. It is being deepened to ob- 


County, extended mile east two locations 


south by 
Edmond 


completion in the County, is 


tain greater recovery. 
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West Texas 


The North Cowden field, Ector County, was limited in 
width to two last week, when sulphur was 
found at 4267 feet. The well will be plugged back to a 
of gas at 4100 feet. 


miles water 


showing 


Gulf Coast 


The Bosco Parish, Louisiana, has been 


field, Acadia 
defined in three directions. 

Another well 
tension area, Polk County, during the 


} 


finished in the north ex- 


made 90 


was Livingston 
week It 


barrels daily. 


East Texas 


The East field 1400 
in the Jamestown area by a well flowing 30 barrels hourly. 


Texas was extended feet northeast 


The Cayuga gas producing area was extended southwest 


into Freestone County when a well was completed for 


10,000,000 cubic feet. 


North Texas 


Minor 
Young and Montague counties during the week 


extension wells were completed in Wilbarger, 


North Louisiana-Arkansas-Southeast 

The field, Caddo Parish, L« 
extended one quarter westward by a gasser making 55,300,- 
000 cubic feet. This carried the limits of the field in Cass 
County, Texas, giving this county its first commercial well. 


Rodessa gas )uiSiana, was 


Michigan 


The Ogemaw first 
horizon completion during the week. A wildcat 
Mills township further interest in the 
when it encountered oil and gas at 2475 feet. 


Dundee 
test in 
county 


district received its major 


increased 
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UNIFORMITY OF 
KEROTEST 
“MOLY” VALVES 


Whether you check eight heats or 
eighty, you will always find KERO- 
TEST "M.M.” Steel uniform in quality 
and always far in excess of the original 
minimum specification established by 
KEROTEST for high pressure valves 
and fittings. 


The following 
typical: 


physical tests are 


Heat No. 


11456 
11481 
12106 
11557 
11440 
12483 
12215 
12486 


Ultimate Yield 
109,600 88,650 
105,850 85,650 
106,250 85,350 
109,000 84,650 
103,600 83,350 
105,200 85,000 
105,300 85,500 
106,750 87,700 
85,731 


Average 106,444 


This is the quality of heat-treated, 
high strength, shock and fatigue resist- 
ing steel supplied in all KEROTEST 
extreme pressure valves and fittings. 


KEROTEST 
MANUFACTURING COMPANY 
Pittsburgh, Pa. 


ing through one 11!4-inch 


Fitts Pool Gusher 
Area Is Extended 
Ada, Oklahoma Inte: 
high in the Fitt 

t of re in southe: 

ounty as Ed H. Moore et 

C NE NE SW 

Ided 297 barrels 


a 9/32-inch choke 


Section 

flowing 

during 
period ending at 7:00 

August 16. Top of 

limestone was reported at 3566 

sand from 3951 to 3958 feet, 

from 3958 to 3968 feet and a 

3968 to 3997 feet. It i 


ind tw 


location outh of rosbie 


et al’s Hardin 1, CNW SW NE Se 


30-2n-7e and almost a mile due 


7 4 Shaffer, Inec., et al’ 
NE NW SW Section 30 
of which are gushers and 

probably until Septem 
after that 
will he » 125 
well per 
perators in 
meeting here 
ust 20, at which time 
plans for pror: 
development woul 
ration Umpire 


announced intention 


meeting 


than 1000 barrels 
ol under condition 
f drilling one 
eacl horize 
of tubing in a 


completion a 


Third Edmond Pool 
Well Makes Strong Flow 


Edmond, Oklahoma The Edm 
pool, four miles west of here in nor 
western Oklahoma County, h: 
third producer during 

Mid-Kansas Oil & 

Dahl 1, CSE SI 

offset to 

flowing 


hour 


west 


last week after 
month. Late 
1 down to 900 fett belov 
© floor when fluid 
hol It was 


started 
immediately 
make connections and when reopen 
Flov 


choke against 


cleaned itself in 35 minutes 


1100 pounds back pressure it produced 


the second hour and 162 

the third hour. It was cutting 

rcent drilling water and three per- 

mud, but was cleaning up fast 

of the formation was 

at 6290 feet and Wilcox sand 

ved from 6385 to 6427 feet, the total 
dept Gas was estimated at fr 
50,000,000 to 100,000,000 cubic feet 


Simpson 


the belief that production can be ma 
ially increased with greater penetra 
operators killed the well with 
tarv fluid and were preparing to 
deeper. Present penetration is 42 
mpared to 80 feet in the Suener: 
ts south offset which flowed at 
of 408 barrels per hour when cor 
pleted last week. 
Discoveries of the pool had hard luck 
en Messer 1, CSW SW SW Section 


32-14n-3w, the well, wa 
| 


lled five feet deeper and encountered 


discovery 


nost a hole full of water. It was bein 
ved back from 6725 feet in an at- 
t to shut off water. Derrick is 
pleted for Mid-Kansas Oil & Ga 
’s Keefer 1, CNW NW NW 
5-13n-3w, south offset to tl 
very well 
Gulf Production Company of Okla- 
a’s Hathaway 1, CNW SW NW 


6-13n-3w, two locations 


Location are taked 


south 
. i] - cS olind Oil 
a mile west of Stanolind 1] 
Company’s and Amerada Pe- 
Sueneram 1, 
Section 6 13n-3w, the first gusher 


im Corporation’s 


€ second producer in the pool 
Sueneram 
NE Section 7-13n-3w, one 


outh of production. 


al Carter Oil Company’ 
1, CNE NI 


41 


re. 


Langston Pool Is 
Getting Another Wel 


Oklahoma Phe Texa 


Guthrie, h 
Smith 1, C NE NE NW 
14-17n-lw, west offset 


Company’ 
section 

discovery well in the Lang 
eastern Logan County, cor 

14900 to 4908 feet, recovering 4 feet, 
I saturated Mi 

1908 te 
recovering three feet of Hun 


of which three feet was 


ener sand, then cored from 
1920) teet 
tor mestone with a good showing 

lop of the Mississippi limeston 
reported at 4898 feet, Huntor 

1906 feet, Sylvan shale at 4912 feet and 
\ a limestone at 5014 feet. It wa 
tandardizing after setting eight-inch cas 


feet with total depth at 5047 


haffer Inc., et al’s Mo 
SW SW SE Section 11 
cleaning out 19 feet off bottom 
wing at the rate of 78 barrel 
Wilcox sand at 5104 t 


a north offset to the 
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Fish Area Receives 
New Oil Producer 


Wewoka, Okla.—Blackwell Oil & 
Company et al’s Ferguson 2, C SW NW 
SW Section 29-7n-8e, on the line between 


Gas 


Hughes and Seminole Counties and on 
the southeastern edge of production in the 
Fish pool, swabbed 814 barrels on a 48- 


Production is com- 
sand at 3002 to 3016 


hour potential gauge 
ing from Cromwell 
Company’s Sec 
in the 


Seminole 


feet. Champlin Refining 
NE SE 
area but over the line in 
rigging up 
after coring from 3035 to 3078 feet and 
topping 
3070 feet 
ed at 3025 


Wapanucka limestone 


1, C SE Section 30-7n-e, 
Same 
standard tools 


County, was 


Cromwell sand showing oil at 
Kight-inch casing was cement- 


feet, 10 feet below top of the 


Lucien Pool Shows 
1714, Percent Decline 


Okla 


the Lucien 


wells in 
Noble 


94,522 


Perry, Gauges on 43 


pool of southwestern 
total potential of 


112,891 barrels for 


(county, show a 


barrels, compared to 
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the previous potential period. The de- 
38 wells tested during both 
periods is 17.23 percent, a drop from 
109,818 barrels to 90,886 barrels. Average 


gas-oil ratio was 814 cubic feet. The new 


cline of 


potential was obtained by multiplying 


the 12-hour gauge by the factor 1.88. 


Noble County Test 
Deepens After Showing 


Perry, Oklahoma.—Vaughn Develop- 
ment Company’s Loula 1, C NE SE 
SW Section 16-22n-le, one mile west 
of Otoe in Noble County, topped the 
at 3385 feet, cored from 
3408 to 3452 feet recovering saturated 


Layton series 


sand the first 10 feet and was drilling 
below 3650 feet. 

Nearest 
Perry Pool 10 miles to the southwest. 


production is in the old 


South Oklahoma Test 
Has Interesting Geology 


Ardmore.—Oklahoma Oil Corpora 


Maytubb L, SW NE SE SE Sec 


tion’s 


tion 


11-2s-8e, 


in northeastern Johnson County, Okla 


just north of Wapanucka 


homa, is one of the most interesting 
tests in the state so far as geology is 
concerned, Surface beds at the test are 
members of the Atoka formation of the 
lower Pennsylvanian series. Limestone, 
probably Viola, was topped at 2875 feet 
showing of gas 


3040 feet 


Sylvan, 


small was en 
shale, 
encountered. It 
3065 feet. It 


Arbuckle 


and a 
countered at where a 
probably was 
below 


axis of the 


was drilling ahead 


is located near the 


Mountains 


Craig County 


SW 


miles 


Tulsa.—Wilkinson et al’s No. 1, 
NE NI 14-24n-2le, 12 
north of Spavinaw in southeastern Craig 
This 
has escaped atten- 
Chert, 


Section 


County, was drilling below 200 feet 
test, which heretofore 
tion of the scouts, started in Boone 
and will go to granite if possible. It is 
approximately 13 miles from granite out- 
crop and should find granite around 500 
feet. Structurally it is said to be about 
200 feet higher than anything with which 


it can be compared. 


Skelly Oil Company’s New Gasoline Plant, South Burbank, Osage County, Oklahoma. 














Hearing on Oklahoma 
City Potential Is Continued 
Oklahoma City.—On July 20, 1934, the 
Oklahoma Corporation Commission held 
hearing to take testimony with reference 
to the taking of potentials in the Wilcox 
the Oklahoma City 
ning September 1 for the 


pool begin- 
October 
August 


zone of 
pro- 
ration period. In the order signed 
13, decline 


oy rators 


is fixed at 50 percent. Several 


have requested permission to 


present additional testimony and notice 


has been mailed informing applicants that 
will be 
at which time September 


pools will be 


such additional heard 


on August 30, 


testimony 
allocations for the various 
discussed 

All the 


governing the 


general rules and regulations 


Wilcox zone are embodied 
in the order and in addition the follow- 
included: (1) All 
1934, that is 
1934, will be 


author- 


ing new provisions art 
August 1, 


October 1, 


underage as of 


not produced by 


cancelled: (2) Provision is made 


izing the umpire’s office to take new pro- 


duction test on any well where, for any 


reason, the umpire’s office believe 


may 
that said well incapable of making its 
allowable oil: and (3) All wells that do 
not tak 
September, 1934, will be automatically de- 
n October 


potential during the month of 


clined, according to the ordet 


1, 1934 


Oppose Helding of 
Osage Lease Sale 

ommendation of 
Harold L. Ickes, 


Leas S \ssocia- 


Tulsa Upon re 


Secretary of Interior 
the Osage Oil and Gas 


tion met in Tulsa on Wednesday, Au 
15, and went on record as oppos- 
this 


follows were advanced for favoring the 


gust 


ing a sale at time. Five points as 


deferment of a sale to some indefinite 
future time: 

1. That 
the industry indicate that the 


economic conditions within 
current 
production of crude oil is now in ex- 
cess of current consumption; and 

2. That the immediate future months 
current consumption will decline ap- 
preciably and thus require further cur 
tailment of production; and 

3. That to sell and open up for drill- 
ing new properties which are consid- 
ered semi-proven will add to the excess 
potential and actual over production 
of crude petroleum and require extra 
heavy restrictions on properties now 
producing in that area; and 


4. That the 
leases and wells probably could not be 


investment in additional 


returned to the investors until some 


far future date and possibly, not before 
when restriction of 


the time produc- 


tion ceases to be and 
5. That 


of additional oil 


necessary; 
such opening to production 


leases in the Osage 


Indian Reservation appears cuntrary to 
the present general public construction 
of policy of the Oil Administration 
with regard to restriction of drilling 

A synopsis of the resolution was 
wired to Secretary Ickes following the 
The Tribal Council 
contends that certain leases principally 
South Burbank and Naval Re- 


area are drained by re- 


meeting. Osage 
in the 
serve being 
cently completed large wells and asked 
that contention. The 
approved for 1:30 p.m., Tuesday, 
tember 18, 1934, involves 86 tracts com- 
13,628 acres. 


the sale on sale 


Sep- 


prising 


Barber County Well 
Is Plugged Back 


Wichita, Kansas.- 
Company’s Whelan 1, C 
32-31s-llw, 
County, cemented back to 4380 feet and 
was waiting on cement to set. This test 
4348 to 4350 
feet had chat from 4355 to 4426 
feet, the total depth. Water was en- 
countered and the test plugged back 
first to 4395 feet, where it yielded 225 
barrels of oil and 400 barrels of 
in 12 
feet 
be further 


Lario Oil & Gas 
NW Section 


first oil wel in’ Barber 


encountered sand from 


and 


water 
3500 
was to 
shut off 


swabbing down to 
derrick floor. It 
tested for 


week 


hours, 
from the 
water 
late in the 


Fifty Oklahoma Tests 
Completed Last Week 


Tulsa.—No change was noted in the 
development picture in Oklahoma dur- 
ing the week when 44 new operations 
and 50 completions completed 
The 


combined 


were 
included 30 
initial 


latter oil wells with 
of 22,716 
barrels, three dry gas wells with total 
initial yield of 9,750,000 cubic feet, six 
abandoned locations, and 11 dry holes 
all of which involved the drilling of 
108,677 feet of hole, including 630 feet 


in seven old 


production 


wells drilled deeper. A 


large number of deals are reported 


pending and in most instances said to 
be held up by lack of water. Reports 


of the week were as follows: 


Init. Prod 
Company, Well and Location Bbls. Depth 


CARTER COUNTY 
Simpson-Fell, May Walker 
nw 10-4s-2w 
Skelly Oil Co 
17-2s-2w , 
Skelly Oil Co., 
8-2s2w . 
Carter Oil Co., 
ne 4-ls-3w 
Carter Oil Co., W 
ne se 4-ls-3w ...... 
Grant et al, Burton 4, 
31-1s-2w 
Curtis Oil Co., 
5-18n-9e 


Hawkins 2, ne sw nw 








Init. Prod. 


Company, Well and Location Bbls. Depth 





W. B. Pine, Richards 3, nw nw ne 
ne 27-18n-8e (owdd) 15 

Alma Oil Co., L. Jones 1, nw nw sw 
7-17n-8e 

J. E. Crosbie, Casey 5, cnl nw se 3- 
17n-8e . 

GRADY COUNTY- 

W. Franklin & Continental Oil Co., 
Wood 1, ne se ne 17-3n-5w (owdd) 
HUGHES COUNTY— 

Olympic Oil Co., McClassen 1-A, se 
nw nw 12-9n-8e 
JEFFERSON COUNTY— 

Lesh & McCall, Trout 3, mw se se se 
18-7s-5w 
Trout ne se se se 18-7s-5w.... 
Trout 1, se se se 18-7s-5w 

Bridwell Oil Co., C. Seay 2, se se nw 
ne 30-6s-5w 
LOGAN COUNTY— 

Sinclair Prairie Oil Co., 
ne ne nw 28-17n-4w 
NOBLE COUNTY— 

Gypsy Oil Co., Verna 2, nw 
29-20n-2w (owdd) 

Verna 1, cne se 29-20n-2w 
OKFUSKEE COUNTY— 

Delton Oil Co., Robertson 

7-Liln-8e os 

Calahan & Thomas, Engle 1-A, 
ne 3-10n-lle 

W. O. Dickerson, Webster 1, 
ne 22-10n-10e ceo 
OKLAHOMA COUNTY— 

Gypsy Oil Co., G. W. Grant 
nw 27-l3n-4w . 
OKMULGEE COUNTY— 

Clairmont Oil Co., Replogle 

ne 12-15n-12e 

A. Avers, Hurt 1, cel sw nw 
a 

Wigton et al, 
sw 5-L5n-l2e 

Routt et al, Grayson 1, 
20-14n-l2e . 

Gled Oil Co., Manuel 1-A, nw nw nw 
se 22-13n-l4e (owdd) 

OSAGE COUNTY— 

Kasishke Inc., 1, ne ne nw 21-25n-6e 248 

Champlin Refining Co., 3, nw ne se 
15-25n-6e 

Mid-Co Oil Corp., 5, 
25n-6e 

Carter Oil Co. et z 4, se se ne 3- 

OT Sr re ee ee ee ee 2960 

Peters Petroleum Co., 8, se se sw 
32-24n-9e . 

Lewis Production Co., 6, ne nw nw 
21-24n-7e 

Superior Oil 
22n-lle 

C. F. Bisett 
11-21n-9e . 

PONTOTOC COUNTY— 

Delaney et al, (name not reported) 1, 
ne ne se 25-2n-6e 

Magnolia Petroleum Co., 
mw se se 18-2n-7e 

Moore & Deaner, Gray 4, 
25-5n-4e 
Gray “B” 2, ne sw ne 25-5n-4e.. 600 
POTTAWATOMIE COUNTY— 

Phillips Petroleum Co., Booze 3, 
ne se 9-7n-4e 
SEMINOLE COUNTY— 

Blackwell & Jones, Ferguson 
nw sw sw 29-7n-8e 

Stepp, Butler 1, sw se nw 30-8n-8e.. 

Oklahoma Production Co., Johnson 1, 
sw sw nw 13-9n-6e 
STEPHENS COUNTY— 

Carter Oil Co., H. R. Hilderbrand 1, 
csw se ne 1-3s-7w 

Magnolia Petroleum Co., M. Dillard 
19, se se sw ne 2-2s-Sw (owdd).. 683 
M. Dillard 18, sw se sw ne 2-2s-Sw 
(owdd) . 688 
M. Dillard 17, se sw sw ne 
(owdd) . .. 688 
M. Dillard 16, sw sw sw ne 2- 

(owdd) ° 705 

Lewis Sikes, Blake 4, cn % ne sw 16- 
1ls-8w 


2618 
3014 


1412 
2610 


3478 


> 


Phillips 


Sw SW 


se se ne sw 


2140 


*Failures; tJunked; {Million cu. ft. gas. 
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Kansas Completions 


Include 17 Producers 


Wichita, Kans. 
added 9458 barrels to the Kansas reserve 
during the The list 
included two abandoned locations and five 
dry holes, a total of 23 completions which 
involved the drilling of 58,771 feet of hole 
in new tests and 46 feet in two old wells 
drilled shown be 


low: 


Sixteen new oil wells 


week. completion 


deepe r Reports are 


Prod 


Bbls 


Init 
Depth 


Company, Well and Location 


BUTLER COUNTY 
Vickers, McCraner 1, cnl wi nw 
se 35-24s-3e 
Gore et al, Enyart 
26s-4e 
Henderson, 
29s-3e . = 
CHASE COUNTY 
Slick et al, Leady 
22s-9e . 
ELK COUNTY 
Diller Oil Keys 
26-31s-10¢ na 
Keys 4, se nw se ne 2 
HARVEY COUNTY 
Sinclair Prairie Oil Co., 
se sw 19-22s-3w 
Stanolind Oil & 
sw nw nw 20 
McBride, Schmidt 5, sw ne 
22s-3w . , 
McPHERSON COUNTY 
Phillips 
ne ne 


Wolf Creek, 


White 


Co., 


Edger 


Gas 


22s-3w (owdd) 


Petroleum Co., Garrett 
30-19s-lw 
Nelson 
Pa 2 waste 2° 
Derby Oil Co., Hamm 3 
33-21s-3w (owdd) 
RENO COUNTY 
Olson Oil Co., 
35-2S0-4W «cose Ka 
Stanolind Oil & Gas Co., 
ne ne sw 16-26s-4w 
RICE COUNTY 
National Refining Co., 


19s-9Ow 


sJoering B, cn 


Holtze 


se sw lf 
Ramsey Oil Co., Ira 
32-19s-9w ‘ p60 S04 
Empire Oil & Refining Co., 
ne sw sw 18-20s-9w 
Slick et al, Schuu 5, n 
20s-10w er ‘ 
RUSSELL COUNTY 
Prairie Oil Co., 
sw sw nw 31-12s-l5w .. 
Blair et al, Hill 1, sw sw ne 
13s-l4w ‘ 
Empire Oil & Refining Co., Kr 


sw sw nw 4-15s-l4w 


"Heckel 7, 


Sinclair 


SEDGWICK COUNTY 
Bar-Kay Petroleum Co., Swar 
cne 6-26s-2¢ ; 
WOODSON COUNT 
Schaeffer & Howell, Lake 
ne 23-24s-13¢ 


*Failures; tJunked; {Milli 


Oil Problem Will 

Face Next Congress 
Wichita, 

national policy for control of the oil 


Kansas.—Formulation of 


dustry is a problem with which the next 
Congress will be faced according to Con- 
gressman Samuel B. Pettingill, a member 
of the oil investigating sub-committee of 
the 
Committee. 

Pettingill, in conference here on Mon- 
day and Tuesday with a group of Kansas 


Foreign and Interstate Commerce 


A Gulf Publishing Company Publication 


oil men 


petroleum question and its ultimate out- 


com¢ 1S 


agencies 


is closely allied with the coal and auto- 


mobile 
vergent 


and 


a 


of th 
is a big factor in war and peace, and it 


views 


oil industry 


it, another wants the arm of the govern- 
ment to control every move and action, 
and a third wants the 
locate production but stop at that point.” 


business 


social 


( 


industries 
on 
One 


leaders, said, “The 


responsibility. 
future are involved. 


There 


group 


government to al- 


committee to attend 
The 
Oil tee 


area 


would return to 


sometime in 


time a more thorot 


are three di- planned. 


federal control of the 


does not want 

Production of oil 
Alberta, 
\pril, amounted to 


barrels of 42 


Canada, 


gallo 


tor 


the 


the 


November 


igh 


Alberta Production 


in the 
the 


ns each 


investigation 


Pettingill was the only member of the 
Wichita confer- 
ence but stated that the general commit 
Mid-Continent 
at whicl 


month o 
88,702 United States 


Why take chances on 
costly derrick failures? 
@ [DECO design has been proved RIGHT 


—through 14 years of outstanding service! 


EK xX} [t doesn’t pay to experiment with 
ie novel and untried designs when 


aemee 


} 





: 


4 


buying derricks. Sound engineering 


principles are fundamental and _ it 
pays to insist on them. 


It is highly significant that for 14 
years the basic designs of IDECO 
derricks have remained unchanged— 
and that today, as in 1920, these 
IDECO steel structures are still the 
leaders in sound design and depend- 
able strength. The IDECO design 
imitated widely, but the 


suCcCess- 


has been 
IDECO 
fully been duplicated. 

Dozens of distinctive features and 
advantages have been added from 
year to year to give greater economy 
and satisfaction to the 
IDECO derricks. Call on the nearest 
IDECO branch for the facts you will 
want before placing your next der- 


derrick has never 


users of 


rick order. 


Write for IDECO bulletin No. 99. 


THE INTERNATIONAL DERRICK & EQUIPMENT CO. 


Texas 


Beaumont, 





Columbus, Ohio Los Angeles, Calif 


Branches in all leading oil centers 
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Standardize on IDECO 


derricks for economy, 


safety and 


service. 


longer 














Trinity Tests Detract from 
Hot Woodbine Campaign 


Texas I xploratiotr tf the 
flanks 


xia and Corsicana-Powell fields 


d horizon on the west 


yproaching interesting depths is 


detract interest from the 


g to 


large number of wildcats searching for 


production in the Woodbine sand horizon 
of East Texas 

R. I Wheelock et al’s I. N. Cerf 1, 
deep test for the Corsicana-Powell area, 
Navarro County, halted operations at 
f week to 


of nine-inch casing because of car- 
at 700 


5365 teet last run a protection 


string 
rying open hole below surface pij 


feet. This test is due to enter the Trinity 


500 feet Brothers 


loc ate d 


within the next Peyton 
al’s) Jake 


the abandoned 


Steubenrauch 1, 
producer at Mexia, 
rted in soft lime below 
week. It is due to cut the 
lepth and 
upthr 


ear th 


w side 
5750 
big gasser and spray 
seven years ago by FE. I 
pany et al’s Steubenrauch 
unked while trying t 


Although 


ww at the 


wildcat 
highest level 


\\ ] 
\\ I}; 


mandir 
yf Wal 
Pine Lum! 


Survey, 


Southern 
ewton 
of th 


Cheroke: ( 


cise very 


high Pecan chalk 
‘an chalk 


SCa leve :, 


for this area 
at 3985 feet. or 
iower on structure 
logical reports placed the Gold- 
test at the apex of tl 


T. J. Wood et al’s New 


Rusk pool discovery well, ceased flowing 


Structure 


Birmingham 1, 


last week while making a high percentage 
and will be standardized for 
It has yielded about 25,000 bar- 


since 


of water, 
pumping 

rels of oil the original completion 
last June 5 

were eliminated in An- 
last week 
Woodbine 


Production 


Two wildcats 


derson County showing salt 
horizon. Cana- 


Jack- 


ourvey, 


water in the 
Company’s R. M 
Manuel 


Colony area 


dian 
son-Amerada 1, Rionda 
Tennessee was plugged at 
5102 


1, Sam ( 


feet. Sun Oil Company’s Erskine 


Box Survey, located in the ex- 
corner of the 
water on drill 
5900-foot level. Hunt 


treme southwest 


county, 


encountered salt stem test 
Production 
( Miller- 
2-10, 


the Long 


at the 
Company et al’s O. M 
Temple) 1, S$ 

ted 2! mil 


I Jorsey 
Survey No 


es northeast of 


Sanchez 


le Ua 


54 


Lake chalk 
markers, and late last week was drilling 
4900 feet. 

The second test 
Anderson County, report- 


field, is checking low on 
below 


for the Slocum struc- 


ture, southern 
ed last week as having been authorized 
by Byrd-Frost, Inc., and Stanolind Oil & 
Gas Company, spudded August 15 to com- 
ply with lease obligations, then shut down 
It is located in the 
corner of the J. T 
M. Vascue 

southeast of 


to finish rigging up. 
southwest Burrow 
and 


Scott 


Survey, 
their 


10-acre_ tract, 


about one mil 
1, which made a small amount of oil with 
salt water before plugging last April at 
5501 feet. J. W. Luttes, Tyler, and as- 
erected derrick 
wildcat block about 

Frankston, 


portion of the 


sociates have to drill on 


a small three miles 
Anderson County 
Woodbine 
equal 


Fort 


south of 
The north 
added three 
number f counties J c 
Worth, 
Hunt 


located near 


helt locations in an 
Hall, 
and others have made location in 
drill A. B. Parrish 1, 
center of 100-acre tract, N 
Van Zandt County, 
. 4 * W Anderson 1, 
John Blair located about 

f Point, has cemented 
and Phillips 
contracted to 
block 
Hopkins 
with location on the J. W 


County to 


lanl Survey In 
four 
Kube Benton 
nv have 
i Wi ( dbine San 1 test on a 
3000 acres in southeastert 
Tone Ss 
Jasper Williams Survey 


( ounty. 
220)-acre tract 


East Texas Completion 
Extends Field Northeast 
Tyler, The East Texas field 
vielded 75 oil producers, including eight 
that failed to 
week 
completions the 


Te xXas 


wells flow naturally dur- 
as compared to 74 
Field 


work has not been noticeably reduced as 


ing the past 


previous week 
result of the sharp cut in individual well 
although the re- 
much 


allowables on August 1, 
vised production quotas require a 
longer period to retire the cost of a new 
well. 

Development of the north end of the 
field, 
where oil 


the Woodbine 


that usually yields salt water in the field 


near Jamestown, Upshur County, 


production is procured from 


sand at a sub sea depth 
proper, is attracting new 
Shasta Oil Wichita 
tended the productive limits of the area 
1400 feet to the northeast in com- 
pleting C. E SWc 35-acre 
Daniel Smith Survey, flowing 30 
barrels hourly through one _ half-inch 
choke on tubing from sand at 3584-3587 


operators. 
Company, Falls, ex- 
about 
Florence 1, 


lease, 


3347 


has 


feet It has a sub sea depth of 


feet. Gulf Production Company 


abandoned the idea of sub-leasing its 


spread of acreage in the area to small 
operators to develop on an over-riding 
royalty basis, and completed W. A. Ray 
l, NWe lease, C. H 
Survey, flowing 50 barrels hourly from 
3592-3000 feet. It 
The latter has also 


Pent 


882-acre ( “ooper 


sand at has a sub sea 
depth of 3336 feet 
started a 


group of tests on J. L 


166-acre lease, Daniel Smith Survey 
Detailed list of 


East Texas field during the past week 


completions in the 


follows: 


pany, Well ar 


TOINER AREA 
Arkansas Fuel Oil Co., G. Ferguson 
6 74-ac) Bil 
Atlantic O. P. Co., I. L 
(336-ac) ae 
Drig. C (Murchison-Gold 
Watkins 1 
Eugene Constantin, 
W atkins- Humble 
Deep Rock Oil Cor 
Holland 8 (40-ac 
Eastern Texas Pet 
nold 2 (84-ac) 


Federated Oil Ce 


Kinney 24 
Cochran 
ing), M 


(138.8-ac) 
Mayfield-Alford 6 
& G. W 


Burton 


z il Co., H. M. Hale 
Plummer & McDaniels, D 
y ic) ns 
Regent Oil Co., 

(3-ac) 
Sun Oil Co., Mrs 


Barksdale 4 

34%, -ac) : 

The Texas Co., Allen 
(21l-ac) 

Tide Water Oil Co., 
(15-ac) de ae 
KILGORE AREA 

Arkansas Fuel Oil Co., C. Brown 
(100-ac) . ewan ee ee ee 

Gulf Prod. Co., Mary Charles 9 
(88.59-ac) 

Cc. Z 
e. 
C. Strong 9 

Humble, S. S. 
ac) 
2. we 

Y. ¥ 
35-ac) : - rrr 

Illinois Oil Co., Tom Bell 2 

T. A. Johnston & Owens, M. ’ 
3-B (33.7-ac) - 

Louisiana O. R. Corp., W 
gan 9, (l1ll-ac) eoccecces 

Magnolia, W. M. Jernigan 6 
(80-ac) 


Tom Potter-H. W. Snowden, 


Kersh 1 


Thrash 3 


2200 


24 (277.85-ac). .9100 
ac). .8600 


8200 


Christian Cc 
Christian 25-C (277.8 
(137.3-ac) 
Laird 51-B 


(568.53 


Laird 58-B (568.53-ac) 
Hynes et al, D. Hilburn 4 


ere te 
Ander- 
son l ccoeeceseces 
Quad. Corp., Duncan-Guerney : 
(40-ac) 048 es 
Shell Pet. Corp., D. C: 
M. Register 
T. Wells 5-A . 
Smith & Bohlssen, M. 
(64-ac) 


R. Terrell 3 
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preparing to complete at 4050 feet r 


Cayuga Gas Area 







Company, Well and Location Bbls. Depth 7 < 3791 feet below sea level 
: Extended Southwest a ie a ere eg 
liomer W. Snowden et l, Camy ~alestine “ex: “he gas re *j é i | 
Sienten 1 (51-ac) ees es 50 3565 4 _ —_ Texas—The gas producing limited to the discovery block, as outside 
; é u 36 10riz » Cz — seni’ anti 
' © Wloreace % (20-0c) 335 3559 orizon for the iyuga field was ex interests have completed their initial pro- 
1. F. Florence 3 (20-ac) ae 260 3573 tended to the southwe st across the Trin- grams with failures and gas wells ex- 
Ble ' ‘ < B: i 






Sul a O ‘orr Sabine iver ity Dive Tree : r , 
Sultana Oil Corp., Sabine River 1-K, ity River into Freestone County when ceeding total oil wells scored by the 


rr. No. 6 ae ‘ l ) 3562 







Trini , Far Securities | - , "y ) a on 
ty Farm Securities Company (E. P. group. Tide Water-Texas Seaboard in- 











































Sun Oil Co., J. R. Beall 17 (180 Harwell’s) Fee 1 ear ba fated east 
ac) ana ...8600 3602 sahotye: Ss e ‘ arnec an initial rating terests have made locations for Wills 
Texas Gulf Pet. Co., M. Register 3 of 10,000,000 cubic feet of dry gas vi@ g 4 Edens 7 and A. G Godley 1, all in- 
(40 ) eeee eees cece 62UU 3564 ree < ar _ . * ce i fr 4 
uC | ie three quarter-inch choke on tubing from cide Jocations. and W. H. C. Good 1. a 
Titan Oil Co., C. ] Nickson 4 ) - sect} r . ft ine < 290A5_ , 
ie sa aie _ per section of the Woodbine at 3945 scat: extaneion im the most westeth 
ae 75 feet. This outpost is located in the northwest corner of 906-acre lease, At 
LONGVIEW AREA a ie air ml cn . 
most southern NEc of 1920-acre tract, R. : | , 
; ; derson County School Land Survey 
Arkansas Fuel Oil Co., W. T. Burt WAIN: : ; . 
te 28 (200-ac) ' . 3803 M. Williamson Survey, and plugged back 
G. A. Castleberry 7-A (52.4ac)...5600 3632 from 4045 feet. or 3792 feet below sea ' 
C. H. Brown et al, Willie Starr 2-B level, to 3975 feet after failing to en- 7 D ili | 
Tre 200 3586 2K aS oO 
ll-ac) ee 3 counter oil sand above the water table. exas ri ing 
Cc. & G. Oil C r. B. Harris 13 . . 
, “xcept for “( sletion « ‘ , > Sto 
(91-ac) ie ie all 3553 Except for the « m pletic n os the above | ermuits 
Ca. Pot. Core. (Venesusia), J. MM extension well and a flowing oil producer , Dril 
>” a T 5 Kas riiiin perm > 
Tuttle 25-ac) 8800 3572 on the J. N. Edens discovery lease by EOE, LCEa re 3 
H. C. Donahue et al, Snoddy 1 9 3587. Tide Water Oil Company and Texas new wells granted to Texas oil oper 
+ T , + 9179 ° + | ° ° < ors h X« ‘ € lt ya d ( ) llllis 
Eastern Texas Pet. Co., T. J. Dunba Seaboard Oil Company, activity in the ators by the Texas Railroad ' 
169-ac) ° eeeee ) 3648 ° : ; . S10 rin he mast W } lropped 
D. A. Fleet 3 (1 ‘ 3614 Cayuga field was a a low level during ion during the past week dropped 
_ —- ‘ } lan re nher fr oe Pe 
Gilcrease Oil C A. Christian the past week. Interest is now centered 118, the | oh f numb¢ CLOSES 2 
Peed ' : ' on the iatter partnership’s M. H. Sullen- several months 
rull rod i } { I 
13-ac) 3707. +~=Serger 1, located on a line between the Failure » receive any reports I! 
W. A. Ray 1 (882-ac) 3600 = =southernmost oil wells in the field and North Texas and the absence from the 
Humble, A. J. Watkins 8 (76-ac)...7 3668 - m8 ye ; 
: & Mmoheer ot af, 2. BL. The the Trinity Fkarm gasser, as it cored good city of ‘ale mmissioners which pre 
A (50-ac) 3626 ~«oil saturation in broken sand _ body at vented the signing of several permits 
Kewanee O&G ( Fee 18 (168.77 1030-4050 feet. However, all but the last for wells in East Texas accounted for 
ac) 3622 . . sid ; Ps 
W. W. Le & G. A. Hubbard five feet has been cased off in an effort much of the drop 
l. B. Doby 5-B (19%-ac) 8 to attain a balanced gas-oil ratio. It is Only 46 permits for new wells were 


ee PROTECTION from 
eee MUD CONTAMINATION 


Satellite Onl ¢ — M. Colburt 
(36.85-ac) . ‘ ° 000 3583 



















2 In oil-well cementing thin cement grout is easily contaminated 









(63-ac) ) ) by drilling mud. That’s why OILMAX Cement has been specially 
Shasta Oil Co., C. E. Florence processed to require 10 to 15% less mixing water than standard 
(35-ac) 0 3588 Portland Cement, for equal pumping consistency. Less water 
Sin 06 Ge. WE: ae means a heavier cement grout with greater ability to displace mud. 
(50-ac) 3682 In addition OILMAX Cement is waterproof and quick-hardening. 
it. Winter Gh Ce. Bake Moves It requires no admixtures. Give your well the best possible protec- 
30 (270-ac) .. 1800 3540 tion against treacherous underground conditions . . . use OILMAX 
Cement. 





T. W. M. Oil Producing Co., Sabine 
River 4, Tr. No. 2 10,40 
Yount-Lee Oil Co., J. C. & R. S 
McKinley 5-E (56.67-ac) 1000 614 
ANDERSON COUNTY (Cayuga Field) 
Tide Water-Texas Seaboard, J N 
mae. © COG GE 2 cacececvccs 3 } 4049 
VAN. ZANDT COUNTY (Van Field) 
B. F. Blackman et al, C. E. Dorrill 












































(35-ac) . 7 i * 1460 
Humble O&R Co., R. S Blake 
’ ©"; aes ‘ 2890 
Sun Oil Co., T T. Wallace 4 (¢ 
ac) ° ° ee ceeeeses } 48 
ANDERSON COUNTY 
Canadian Prod. Co., R. M Jackson 7 MADE ONLY BY 
Amerada 1 + oseeeees ' Je ASH GROVE LIME & PORTLAND CEMENT COMPANY 
RED RIVER COUNTY KANSAS CITY. MO OKLAHOMA CITY. OKLA. 
Speary & Cornell, E. H. Thompson 
D & tdbeduedandaaneaa aoe - T 1072 
mind taken oe eh, Wel SPECIALLY PROCESSED FOR OIL-WELL CEMENTING 
ton ® Jno. Coleman Sur : q 55% 5875 - —— — — ee a 
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granted in East Texas last week. Rusk 
took the lead total of 
were 18 Gregg 


and five in 


County with a 


23: there granted in 
County Upshur County 

The Panhandle continued normal ac 
tivity with a total of 23 permits filed, 
while the West Texas district reported 
only seven 

In Southwest Texas 13 new locations 
Gulf Coast area 


were reported, and the 


listed 1] 


Rodessa Gas Field 
Extended into Texas 


Shreveport, La—Production from the 


horizon of the Glen Rose in 
field, Caddo 


extended a quarter 


oolitic lime 
the Rodessa_ gas Parish, 


Louisiana, was mile 
west into Cass County, Texas, last week 
feet, the 
deepest of 15 field. The 
well gauged 55,312,000 cubic feet of gas 
with 2250 pounds rock pressure. It is Cass 
United 
Gas Company owns 13 of the 15 gassers 


by a test completed at 5875 


gassers in the 


County’s first commercial well. 
in Rodessa. 

One 
County, this being Eastern Texas Produc- 
tion Company’s J. S. Baker 1, 330 feet 
north and east SWc J. S. Baker 97-acre 
tract in the Jesse Walling Survey 


new location was made in Cass 


Failures Outnumber Oilers 
In West Central Texas 

Texas.—Dry 
outnumbered the producers credited to 
the West Central Texas District during 
There 
and four shallow pumpers reported for 
this and the aggregate produc- 
tion was only 70 barrels. 
West 
during the past week follow 


Eastland, holes greatly 


the past week were 13 failures 


period, 


Completions in Central Texas 


Init. Pr 
Well and Locat 


sompany, 


1 
I 


Depth 
BROWN 

C. T. Harris et al, Lester ¢ 

CALLAHAN COUNTY 

Beams et al, I N Jackson -D 

W. B. Moon et al, M. Williams 
, i eee 
COLEMAN COUNTY 

a. L oH. O8F Ca, A. J. & 4 H 
Reeves 1 ** 
EASTLAND COUNTY 

Crabb & McNeil, Smith 

W. R. Francisco et al, J. | 


COUNTY 


Duna 
Vay ° . 
Ralph Herring et al, ¢ 
Wells 1 - 
W. H , Rec 
rell 2-A . : 
Murry & McDavid, J. W 
sec __ se . 
HAMILTON COUNTY 
Hamilton O&G Co., Bratton 1 
SHACKELFORD COUNTY 
& Meredith, Mathews 3 
Jones & Stasney-Texas Centennial Oil 
Co., Grothe 1 . bedeened 
Keyser & Fleming, Reynolds 2.. 
B. Reed et al, J. A. Isbell 14.. ‘ 
W. M. Reed et al, W. E. Muse 1.. 
Reliance Oil & Roy. Co., Mathews 15 
C. M. Root et al, McKelvey 2 


Allen 


Goodlow 





*Failures; tJunked; {Million cu. ft. gas. 


Wheeler County Features 
Panhandle Completions 


Pampa, Texas. — An aggregate of 
3495 barrels of oil and 125,000,000 cubic 
feet of gas production was added by 
the Texas Panhandle last week through 
the completion of 10 oil wells and two 
gassers 

The 
Wheeler County continues to hold the 
interest, scored two 
more big last week. Alma Oil 
Company, headed by Robt. Watchorn, 
Oklahoma City, developed a heavy flow 
of oil and gas in completing D. E. 
Johnson-Gulf 3, located 990 feet south 
and 330 feet east of the NWc NW% 
Section 47, Block 24, H&GN Ry. Sur- 
vey, from granite 2412-2449 
feet. This well was credited with gaug- 


granite wash area in western 


spotlight of and 


wells 


wash at 


ing 151 barrels of high gravity oil on 


the first hour, then shut in to erect 
storage and arrange for pipe line con- 
nection. Alma Oil Company’s D. E. 
Johnson-Stanolind 1-B, located in NWc 
WY NEY Section 47, developed hole 
full of oil and failed to flow natural 
broken 2448-2504 feet. It 


weeks 


from pay at 


has been standing for several 
awaiting pipe line connection. 
Jas. L S. Kerr, 


Oklahoma City operators, scored their 


Anderson and Robt 


first big oil producer in completing 
Williams 1, NEc E% NEY Section 49, 
Block 24, flowing 1525 barrels of oil 
and 27,000,000 cubic feet of gas from 
broken granite wash at 2365-2534 feet. 
Phillips Petroleum Company is report- 
ed to have contracted to purchase this 
80-acre lease as a preliminary move to- 
wards entering western Wheeler Coun- 
ty as an active operator, having con- 
fined its activity heretofore to process- 
and casinghead gas 


ing natural pro- 


duced by other interests 


Dumas District 

Output of Magnolia Petroleum Com- 
pany’s C. R. Jones 1, NEc Section 170, 
Block “3-T”, T&NO Ry. Survey, lo- 
cated in the Sunray sector of the Du- 
mas district, Moore County, was more 
than trippled by acid treatment, but 
increased production was also 
by the offset. This well is a south off- 
set to Shamrock Oil & Gas Company’s 
Robertson 1-B, about 
July 25 flowing 116 barrels of oil per 
hour from lime at 3368-3372 feet, and 
the latter increased its flow in spite of 
applied back pressure as result of the 
chemical solution penetrating the po- 
rous limestone formation. Jones 1 was 
flowing 20 barrels natural when killed 


scored 


which blew in 


to treat with acid, and after recovering 
the oil load gauged 63 barrels daily. It 
was August, 
1931, flowing 60 barrels natural from 
lime at 3363-3376 feet, with an elevation 
of 3509 feet. 
Drilling has 


originally completed in 


The 


semi- 


been resumed by 


Texas Company’s Furneaux l, 
wildcat in Western Gray County, after 
recovering tools lost in granite was! 
oil horizon at 3207-3216 feet. It is lo- 
cated in the SEc NW Section 99, Block 
3-2, H&GN Ry. Survey, and swabbed 
one barrel of oil per hour from the 
above oil zone. 
Moore County 

Phillips Petroleum Company et al’s 
J. C. Wilson 2, deep test for North- 
eastern Moore County, is drilling be- 
low 5100 feet, with 
mented at 3301 feet. 
deep test for the 
and is contracted to go to 8500 feet 

The Texas Company’s W. E. Her- 
central 


13-inch casing ce 
This is the 


Panhandle, 


first 


Texas 


ring 1, semi-wildcat in west 
Hutchinson County, failed to develop 
commercial oil production from dolo- 
mite at 3139-3150 feet, and drilled into 
salt water at 3248-3264 feet. It is lo- 
cated 1200 feet from the north and east 
1594-acre tract, E 


Almaguie Survey, and is northeast of 


lines of the west 
oil and gas production developed some 
years ago by Skelly Oil Company on 
the Moore-Hutchinson 
Humble Oil & Refining Company has 
erected rig to drill S. J. Logan 1, a 


County _ line 


wildcat project on a block of acreage 
taken recently to the north of the 
Herring test. 

Completions in the Texas Panhandle 
during the past week follow: 


Init. Prod. 


Company, Well and Location Bbls. Dept! 


CARSON COUNTY— 
Hagy-Harrington-Marsh, Roy Sulli- 
we 2 x > a 161 
GRAY COUNTY 
gell O&G Co., L 
No. 4 ‘ 310 
Dixon Creek Oil 
Horner 5 . 425 
Empire Gas & Fuel 
ham 1 ‘dita ; 
Magnolia Pet. Ce J. Haggard 2... 160 
Skelly Oil Co., L. H. Webb 9-A.... 180 
HUTCHINSON COUNTY— 
Phillips Pet. Co., E. Cockrell-Lom- 
-_* a 
WHEELER COUNTY— 
Jas. L. Anderson & Robt. S. Kerr, 
Williams 1 ...9427%-15 
Dumar O&G Co., Chas & John 
Pitsch 2 
El Bar Corp., J. 
Magic O&G Co., J. 
Skelly Oil Co., O. L. Derrick 3 


. 250 
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North Texas Completions 
Include Minor Extensioners 


Wichita Falls, 


North Texas are shifting to old areas 


Survey A-434, 
swabbed 30 barrels of oil per hour from 


Texas.—Operations in 


Completions in North Texas during 


forced nearly the past week follow: 


their rigs in the popular shallow fields 








County within reach of water supplies, ARCHER COUNTY— 


and the Waggoner Pasture, Continental Oil Co., 
e reserve stock of fresh water Paul J. McIntyre « et 
impounded for 
now exists are benefitting the most by 
the shut down in Archer County. ( 
and Montague counties are also regis- 
cause of water being JACK COUNTY— 
completions during the 
cluding 19 nite gag nih. an agg senate 
Continental Oil Co., 
Archer County’s contributi ( 2 : 

ty’s cont ibt tion dropped WICHITA COUNTY_. 
to the lowest level attained in several Howard Russell et 
years in completing only 
ducers and five failures 
beginning to ship water via tank 
then distribute with trucks in servicing 


Operators are : 
WILBARG ER Cou NTY- 


. : Hegralle Oil Co., 
Young counties were reported 5 


the completions last week. 


T. Waggoner 1, 
40, Block 4, H&TC 
50 barrels of oil during first 48 hours 
from shallow sand at 1205-1212 feet. 


W. E. Gambrell et 
Kleiner-Hill & West, J. D. Davis 13. 


acres of Section 1492, TE&L Co. Sur- _—_—_ Langston 54 ....... ccc ccc cccceee 
vey, provided a minor extension for an 


shallow pool 


tial gauge from sand at 910-15 feet. = 1 A Tonc et cl C K Gareee 2 
An allowable of 332 barrels daily has 
been given Christie Brothers et al’s 


R. Jeffrey 2, 


week as having revived interest in an 


Mid-Kansas-T. P. Coal 


Shaw Oil Corp., 


which was reported lant 


E. Weber et al, 


County with a natural flow of 1500 bar- . 2s 
Wooten & Reed, Horton 8, Sec. 


rels daily, plus a small show of water 
from lime at 3886-3890 feet. 
the area appears to be spotted, 





Big Wells Among 


West Texas Completions 

Texas.—An outpost test 
on the west end of the Howard-Glass- 
cock County district scored the largest 
potential rating of the 15 oil producers 
completed in West Texas during the past 
week. The combined initial yield of these 
producers was estimated at 7300 barrels 
daily. There were also two failures, in- 
cluding one each for Crane and Jones 


, located a short distance to 
the southeast, failed to flow after plug- 
ging back from water at 4108 feet to 
4101 feet for a shot of 60 quarts of 
nitro at 4073-4098 feet. 
has been ordered installed. 
Benton-Holmes 
eastern Montague County, 


Pumping equip- 


Continental Oil Company’s J. W. Law- 
located near the southwest cor- 
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W. P. Luse and W. L. Pickens, Dallas, 
operators, completed two wells in Glass- 
cock County last week. Their Sam Tur- 
ner 1, located 990 feet from the north 
and 330 feet from the west lines of the 
WY WY NEY Section 19, Block 33, 
T-2-S, pumped 40 barrels of oil during 
the first hour and 68% barrels on the 
second hour of the official proration 
gauge after drilling less than one foot 
into saturated lime topped at 2228 feet 
This well affords a minor extension for 
the Howard-Glasscock district to the 
west, and proved to be a much larger 
well than anticipated because of checking 
low on structure. It was drilled in with 
cable tools. Simms Oil Company’s L. S. 
McDowell 1, a diagonal southwest offset, 
is drilling below 1500 feet. Luse & Pick- 
ens also completed their E. A. & W. N. 
Lee 1, NWe of W% WY NWY Section 
20, rated at 45 barrels of oil per hour on 
pump from lime at 2179-2181 feet. 

The north end of the Iatan area, east- 
ern Howard County, contributed another 
big well when Illinois Oil Company, 
Tyler, developed an initial flow of 500 
barrels from its J. P. Davis 1-B, SEc 
NWY Section 2, Block 30, T-1-S, after 
shot of 1000 quarts of nitro in sandy lime 
at 2430-2826 feet. It is a west offset to 
the same company’s Davis 1-A, which 
recently made 650 barrels after a smaller 
shot at 2672-2800 feet. Illinois Oil Com- 
pany, a new entrant in West Texas, pur- 
chased both tests prior to completion 
from Stacy B. Dorn et al. Irion Moun- 
tain Oil Company, Fort Worth, is trying 
for a north extension for the area in 
drilling its C. D. Read 1, SEc SEY 
Section 46, Block 30, T-1-N, T&P Ry. 
Survey. 

Completions during past we ek follow: 


Init. heb. 
Company, Well and Loc ation Bbls. Depth 


~ CRANE ; COUNTY- 

Cordova-Union Oil Comp. Jax Cow 
Ce Ewe bksisteersarseescuens 
GLASSCOCK COUNTY— 

W. P. Luse & W. L. Pickens, Lee 
ee Sk 4n0beb ess ndsnedesnees 


* 3352 


1080 2181 


“a Tesmet 1. ccvcvesecssonses 1540 2229 
. O. Wooten et al, M. M. Edwards 
we as ia dni ah ON 645 2250 


HOWARD COUNTY— 
Conoco-Group No. 1 Oil Corp., H. 
Phillips 3-A  . ceseeeecceececeee 960 2346 
Stacy B. Baod Illinois Ol Ce., J. P. 
Davis 1-B . ccccccvccecsccscocce 
Merrick & Lamb, H. R. Clay-Vitek 
OT 4g. 60bbb4665010.000006.060090604 
JONES COUNTY— =o 
Capitan Oil Corp., W. M. Newton 1 150 1757 
Clay-Lancaster, Inc. & Atkinson- 
Sandefer, J. W. Tiner 1 . .....-- ®* 2545 
— Inland O&G Co., R. G. Young 
PECOS COUNTY (Yates a 
Cardinal Oil Co., Tippett-Tidal 4-D. 10 1340 
WARD COUNTY— 


15 1852 


California Co., B. D. Durgin 4 ..... 430 2544 
J. F. York 10 . wccccesecccccees 470 2532 
Gulf Prod. Co., G. W. O’Brien 48.. 155 2757 
G. W. O'Brien © «. scccscceceses 350 2765 
Sid Richardson et al, W. D. John- 
som-Sum 2-B . ccccccecccccccces 290 2554 
Tex-Mex Pet. Corp., S. S. Owens- 
i 2 4 gsesesuanebedacoenas 675 3045 








*Failures; tJunked; {Million cu. ft. gas. 

















New Pettus Trend Pool 
Opened in Live Oak County 


San Texas ] 1¢ 


Antonio, 
ning Company definitely 
her new producing area in tl 
nd August 15 when MecNiell 
ounty, was brough 
at 4370-76 feet It 
oil int the pit 
rable wash water 
located 1320 


1370 


well is feet from 
feet from 


4600 


uthwest line and 


ast line of tract 9, or 
the southwest line and 312 
the southeast line of the 

iles west 


Mount Lucas 


ld west of the 


and 


wn of Dinero 


The well is flowing steadily at the rate 


of 10 barrels an 


ter-inch choke, 


ot 200 pe 


hour through one quar 


showing a tubing pressure 


casing pressure ol 


unds and a 
350 pounds 


This horizo 


one of the 


Hocklevensis 


Jackson series, about 400 
below the top of 
Mirando di 

t and in trend, this would 


Wells 


sand 


feet the Jac kson. In 


reference to the strict, to 
outhwe 
vernment 


Pettus 


t above the Gi 
and far above the 
rroduction has been developed 
Mount 


5300 


just 


1000 feet shal 


Lucas structure 


feet, nearly 


The Friendship field, Bee County, 
where Simms O11 Company completed 
large gassers on the H Izmark 


just below 3600 feet, produc 


standing 
is that it 

ducing 
trend. It 


pment of another 
Mirand 


Important 


the Pettus 

al opens an 
play, 
Humble Oil & Refining 
d to have paid $30 an 
Dick 


fourth of a 


acres out of the Dobie tract, 


rting within one mile of 
producer. This purchase made 


drill 


before the final completion of the 


Was 


mn the basis of the stem test and 


well 


The company also is said to have pur- 


hased 500 royalty acres under 2000 


McNeill 


for a 


acres of the ranch, including 


the discovery well base price of 


$50.00 an acre. Other trading in royalty 
not 
companies hold 


stuff is 


and leases is reported, but con- 


firmed. Several close 


n acreage and some 


still un- 


leased in the vicinity so an active cam- 


paign 1s in prospect 

Of particular interest is the fact Lion 
Oil Refining Company took two blocks 
in South several years ago, the 


McFaddin 
Lion drilled 


Texas 


new area and the ranch of 


Victoria County one well 


block 


overy on 


result was a 
McFaddin 


largest 


and the 
The 
resulted in probably the 


on each 
1 


clis¢ each 
strike 


gas field in South Texas 


Refugio County Well 
Trying to Kill Water 
Antonio, Texas—Quintana Petro- 
leum Company’s T. O’Connor 1, 
ery well in the Tom O’Connor field, Re- 
fugio County, is being worked over in an 
effort to kill the salt The 
well was completed June 26 at 5580 feet. 


San 


discov - 


water flow. 
Shortly after completion it began making 


salt water at the rate of about 50 percent 
It has been flowing about 
per day along 


water 


of the fluid 


175 barrels of oil with 
about thi 


The 


same amount of 


well went dead during the week. 


There was about 800 pounds pressure on 
the casing, which has 
preparatory to going into the hole. 

It is that the salt water is 
coming from a casing leak, but on the 
other hand, it from the forma- 
tion. The first completed 
in the field and the only one drilled to 
the sand, so little 
able on the producing horizon. 

O’Conner 2-A, Block 4, 


drilling at 


been relieved, 


possible 


may be 
well is the 
information is avail- 
northeast of 
the discovery, is 3400 feet. 
O’Conner 1-B, on the block of 
this company is drilling at 4300 feet 
Humble Oil & Refining Company 1s in- 
with the Quintana Petroleum 


in both blocks. 


second 


terested 


Company 


Starr County 


Antonio, Texas 
their 


Goodwin & Yan- 
fifth 


San 


tis have completed shallow 
gas well on the Kelsey Bass tract in the 
extreme western side of the Barbacosa 
field, Starr County. The 


Kelsse y Bass 6, Section 4, 


new well is 


P wrcion &6 87, 


estimated at -8,000,000 cubic feet per day 
from 660-80 feet 
been drilled in this immediate area 

\ 


t 
and Power Company, has been run from 


Only one dry hole has 
wo-inch pipe line, owned by Rio Gas 


this field to Rio Grande City and Fort 
Ringold, and the gas from these wells is 


supplying these towns. 


Cole Field’s Yegua Sand 
Area Attracts Attention 


The new Yegua 
field, eastern Webb 
come in for a 

The 


new producers in the field 


Texas 
Cole 


San Antonio, 
sand area of the 
County, apparently will 


heavy play immediately prolific 
flow of th 
locations. 


has attracted a number of new 


In addition, it is expected many of the 
gas 
holes 


hallower oil and wells with suf- 


ficient diameter will be deepened 


to the new level 


Petroleum Company’s Benavides 


north of the 


( ole 


mile discovery well 


85, on 
Bruni, flowed oil 

3425 
feet, 


near the town of 
and brackish water at 
plugged back to 3415 


again in process of completion. 


and 
feet, and 
where it is 
It cored the top of the sand at 
3400 feet. From 3400-06 feet, the recov- 
3406-08 feet, 
feet, shale; 3418-22 feet, 
3422-25 feet, sand. The 
String of 65%- 
Tubing 


ery was soft sand; hard 
3408-18 


hard limey shale; 


sand; 


well is bottomed in sand. 
inch casing was set at 3390 feet. 
was set on a packer and the well has 
been flowing by heads several days. The 
flow has constantly 
increasing, the estimates being about 15 


and pressure been 


barrels an hour with a small amount of 
be wash water 

Company’s A. M. 
deepe r 
3417 
it jetted about 60 barrels a 


Bruni 2, a 


water, said t 
United 


Bruni 1, 


Production 
discovery well of thé 
sand, was originally completed at 
feet, where 


day When 
offset, 


the company’s 


direct made 45 barrels an hour 


initial on small choke, the company de- 


cided to core the discovery well deeper. 


The entire sand section was deliberately 
drilled, developing salt water in the low- 
er portion. Bruni 1 topped the 
3410 feet A test 
at 3438 feet, which showed only clean oil. 
Another feet 


developed. 


sand at 


drill stem was made 


salt 


been 


was cored and 


The 
3439 


five 
well has 


feet 


water 
plugged back to and is now 
being completed. 

Cole Petroleum Company has made lo- 
Senavides 86; O. W. Killam 
locations on the Bruni 
each offsets to the 
and United United 
Company is said to have made a third 


cation for 

two 
being 

wells. 


has made 


land, Cole 
Production 
location in the vicinity of its new 
several other operations in 


pro- 
ducers, and 
the vicinity are preparing to drill. 


The Oil Weekly, August 20, 1934 








Hidalgo Wildcat Shows 
For Large Gas Well 


San Antonio, Texas.—Davis & Harri- 
gas prospect 
of Sam For- 


son’s Mrs. Lula George 1, 
one half mile southwest 
dyce in Hildalgo County, is in process 
of completion at 4135 feet. It is show- 
ing for a large gasser at this level. 

The located 1735 feet from 
the south line 700 feet from the 
east line of Tract 13, Porcion 31, and 
is northwest Hall’s 
test which a few months ago showed 
for a producer at 3135 feet, just 1000 
feet shallower than the gas sand. 


well is 
and 


of Chancellor and 


The producing horizon is sand and 
sandy shale, the upper several feet be- 
ing classed as a true sand. This horizon 
was topped at 4109 feet and the hole 
is bottomed in shale at 4135 
feet. While an attempt was being made 
to run a drill stem test, the tool set 
210 feet off bottom, it rocked up 1800 
pounds in several minutes, then ran 
It was out of control about six 

but finally killed 


sandy 


wild. 

hours, 

run. 
It is reported 


and casing 


several offers have 
been made for the purchase of the 
well and the block, but 
negotiating for the sale of the produc- 


owners are 








BOI fan 
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tion through gas franchises in several 
Valley towns. 

An outlet for the gas is likely, how- 
ever, Rio Val- 
ley Gas Company’s pipe line is within 
15 miles of the potential producer. This 
company, serving practically all valley 


inasmuch as Grande 


towns, obtains its supply of gas from 
United Gas System and has a connec- 
tion to the United’s line in northern Jim 
Hogg County. A trunk line 85 
in length, carries the gas to the com- 


miles 


pany’s network of lines in this portion 
of the state. 

No less than three wells are to be 
started in the immediate area if this 
well is a successful completion, tenta- 
tive locations already 
made for that number. 


having been 


Bonnie View Prospect 


Showing a Little Gas 

San Antonio, Texas. — Holland Oil 
Company had swabbed down 4000 feet 
late in the week in Peck 1, Bonnie View 
area prospect, Refugio County, and was 
showing a little gas. Total depth is 5348 
feet. 


This well likely 


quickly inasmuch as the sand was origi- 


will not respond too 
nally cored on June 6, of this year, and 
drilling fluid has set on the 
more than two months 
5351 


and 


sand for 
It was drilled to 
feet, but plugged back to 4500 feet 
sidetracked 
recently. It 


before casing was set 


cored the top of the sand 
at 5330 feet, and showed considerable gas 
with a little gasoline on a drill stem test. 

This northwest corner 
of the southwest Section 24, 
Estaban Lopez Survey No. 44 


test is in the 
quarter of 


Tuleta Field Gets 


Its Best Producer 

San Antonio, Texas. — Walton and 
Heard’s Rapp 1, third completion for the 
West Tuleta field, 
erably outranks the two preceding pro- 
ducers in output. It is flowing 500 bar- 
rels of oil per day from seven feet of 
sand at 3906-13 feet. The well is located 
in the northwest corner of the SW SE, 
Block 5, and is about midway between 
the discovery well and the second pro- 
ducer. 


Jee County, consid- 


The well originally flowed 19 barrels 
an hour, showing tubing pressure of 225 
pounds and casing pressure of 50 
pounds. The production has constantly 
increased. 

One location north and location 
east of this well, Leslie McKay et al’s 


one 


om 


High gas pressure is found in many South Texas fields. Here is shown the crater 
resulting from a wild gas well in the Greta field. 

















Mrs. William Rapp 1 got the sand at 


3609-19 feet, tested four fourbles of oil 
and 90 pounds pressure and has set cas- 
ing. This weli is a west offset to Dirks 
Brothers’ Rapp 1. 

Pettus Refining Company has started 
the construction of a two-inch pipe line 
from its refinery at Pettus to the West 
Tuleta distance of about three 
and a half miles. It will have a capacity 


of about 1500 barrels of oil per day 


field, a 


Angelita Field Has 

Additional Disappointments 
Texas 
been registered in the 
Patricio 


San Antonio, Further disap- 


pointments have 
field of southern San 
County Atkins, O’Neil and Continental 
Oil Company’s Welder 2, located 932 feet 
southeast of Welder 1, discovery well and 
field, is flowing 

It topped the 


Angelita 


producer in the 

salt water at 5381 feet 
sand at 5368 feet and went to 5383 feet. 
It was plugged back two feet to cut off 
The 


only 


water, but the job was of no avail 
pressure is about 800 pounds 


I 


there been four wells 
field, the test 


be completed as an 


Thus far have 
drilled in the 


being the only one to 


discovery 


oil well 

West of the two Sinton field produc- 
ers, Petrol Welder 1, 
Garza Survey, is again plugging back to 
whipstock It drilled to 6000 feet, 
plugged back to 5300 feet, whipstocked 

went back into the old hole 
5400 feet It will whipstock in 
direction in an 
The company is attempt- 


Cr rp rat yn’s 


out, but 
around 
another effort to do a 
successful job. 
ing to test a sand at 5405-35 feet, which 
showed for some sort of production on 


an electric formation tester 


San Antonio, Texas——Nutex Oil Com- 
the King 
shoot 
perforations in the seven-inch casing op- 
posite a sand at 5531-45 feet to make a 


pany’s King 1, just south of 


gas field in Nueces County, will 


test at that level. The well originally 
drilled to 6021 feet, set casing and tested, 
developing salt water and gas. It has 


been plugged to 5545 feet 


Vanderbilt Testing 
Delayed by Trouble 

San Antonio, Texas.—Phillips Petro- 
leum Corporation is tied up with plug 
back jobs on two wells in the Vander- 
bilt field of Jackson 
drilling a third. 

Drimmond 1, Musquiz Survey, depth 


County, and is 


6012 feet, is plugging back to sidetrack 
and core a sand just below 5800 feet. 
Simon & Seidel 1, same survey, plugged 
back to 5373 feet, set 53/16-inch cas- 
ing, but the casing parted about 1000 
feet from the surface. Both 
showed for some sort of production at 


wells 


these levels on tests made with an 
electric formation tester. State Realty 
and Investment Company 1, Vander-. 
bilt townsite well, is drilling below 
3500 feet. 


New South Texas Wells 


Include Discoveries 

San Antonio, Texas. — The week’s 
South 
trict again included new discovery pro- 
ducers. An outstanding completion was 
the Nutex Oil Company’s Zimmer 1 in 
Victoria County, which established a 
sand just below 2200 feet in the Coletto 
Creek field. 


completions in the Texas dis- 


Init. Prod. 
Bbls. Depth 


Company, Well and Location 
BASTROP COUNTY— 
Ogden & Reed Oil Co., C. L. Riddle 
6, Joshua Gray sur, this well re- 
ported as Riddle 1, in error 

BEE COUNTY— 

Caesar Oil Co., Pullin Estate 1, 
Lewis sur 

R. H. Feltner, Albert Theis, 330 ft el 
and 990 ft sl of Sub 5, 1034-acre 
tract, Castano Revis sur 

Walton & Heard, Rapp 1, nw sw 
Blk 5, Uranga Grant 
BEXAR COUNTY— 

C. A. Smith, H. J. Lamm 1, 800 ft nl 
and el Sub 2, Lamb sub, Jose de 
la Garza Grant 
DUVAL COUNTY 

Chiquita Oil Cc Richardson 2, Blk 
3, Sec 3, 150 ft wl and 250 ft nl of 
blk . ost 

Government Wells Oil Co., 
l, sw n nw Sec 60 oe ous 

Humble Oil & Ref. Co., Paul White 
34, Sec. 249 . oom ere 
Paul White 35, Sec 249 

Magnolia Petroleum Co., 
Ranch 30, Sec 208 . 

C. W. Hahl 9-A, Sec 45 P 

Reynosa Oil Co., Duval Ranch 9-D, 
sec. 362 ... 

Sun Oil Co., I 
mee. B59 ceux 
JIM HOGG COUNTY— 

Atkins & O’Neil, W. W. ] 

1950 ft sl and 1750 ft e of n cor 
of lease, Blk 81, Share 27, Holbein 
sub, Diego Hinojosa Grant sa 

Sun Oil Co., M. Guerra & Son 2-E, 
660 ft nwl and 5700 ft from most 

cor of 1204-acre tract, 

14-A... 


Lundell 


Duval 
2295 
2290 


Weiderkehr 67, 
2263 


Jones 1, 


northerly se 
Las Cuevitas Grant, Share 
KARNES COUNTY— 

Magnolia Petroleum Co., Guy 
7, B&B sur .. ; al 
MAVERICK COUNTY- 

Strohman & Wright, Debonar 2 
REFUGIO COUNTY— 

Hewitt & Dougherty, M. F. Lambert 
8, Blk 18, Harper sur 

Humble Oil & Ref. Co., | 
Heard 8, John Peoples sur , 
J. F. B. Heard 9, John Peoples sur 
STARR COUNTY 

Goodwin & Yantis, 
Sec. 4, Por. 86-87 
VICTORIA COUNTY— 

M. B. G. Oil Co., 
chola Grant 

Nutex Oil Co., 
chola Grant wreerre, |: 

Plummer et al, Zimmer 1, R. Man- 
a 
WEBB COUNTY— 

Cole Pet. Co., R. Benavides 85, 
laghan Home tract .. 

ZAPATA COUNTY- 

F. B. Delaney et al, Volpe 1, 330 ft 
nwl and nel of Blk 1, Delaney sub 
of Share 11, Colpe Lands, Por. 33 * 3010 


Porter 


Kelsey Bass 6, 


Zimmer 1, 





*Failures; tJunked; {Million cu. ft. gas. 


New Completions Increase 
Importance of Coletto Pool 


San Antonio, Texas.—Completion of 
a large producer in the newly discov- 
ered 2800-foot sand in the Coletto 
Creek field of Victoria County, and the 
probability of a pipe line outlet to 
tidewater brings this area into promi- 
nence again. It looks like the next hot 
spot for the Trans-Salt Dome Region 

M. B. G. Oil Company’s Prybil 1 

some as Lib- 
flowing approximately 35 
hour late in the 
after itself at 2801 feet. It 
topped the sand at 2796 feet. The well 


(carried by American 


erty), was 
barrels an week 


cleaning 


southeast corner of a 100 
acre R. Manchola 
It is the second completion in this ho- 
Petrol Cor- 
well 


is in the 
tract in the Grant. 
rizon, the other being by 


poration several weeks ago. The 
is shut in for 
Nutex Oil 


the southwest 


storage. 
Company’s Zimmer, in 


corner of the east half 
of a 120-acre tract, is a good producer 
at 2209 feet, also five feet in sand. It 
produces 1,500,000 feet 
with 100 barrels of oil, through a sep- 
arator, 800 tubing 
pressure and 880 pounds casing pres- 
The oil is 19.5 gravity Grade A 
The oil with the in- 


creased gas flow. Owners of the well 


cubic of gas 


showing pounds 
sure 
crude. increases 
are reported to be completing a deal 
that will give an outlet for this much 
gas daily, thus allowing the well to go 
onto production. 

Utilities Fuel Company’s 
four-inch gas line Refugio 
field to Nursery is to be converted into 


Supply 
from the 


an oil carrier as soon as a little more 
production the field, 
likely one more oil well. The line be- 
tween Nursery and the point where it 
is closest to the field likely will be 
taken up. At the south end, it will be 
tied into Humble Pipe Line Company 
or Atlantic Pipe Line Company’s line 
to the Aransas-Ingleside port sector, 
the oil being run through one of those 
lines as a common carrier. 

The Coletto Creek field now has five 
oil producers with a potential produc- 
tion of around nearly 1000 barrels per 
day. Several drilling operations should 
result in new production within a few 


is developed in 


days. 

Albert Plummer 
over A. Terrel 1, discovery well, which 
was a gasser spraying oil at 4437 feet. 
It is now making about 60 barrels of 
oil per day. It flows part of the time, 
being agitated by pump unit. 

Plummer has taken over 
Dietzel well, abandoned a few days ago 
by Feltex Oil Company at 3742 feet 
and will carry it deeper to the 4450- 
foot sand. 


recently worked 


Herman 
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Texas Gulf Coast 


Completions Increase 

Houston.—Completions in the Texas 
Gulf Coast during the past week showed 
a marked increase over the previous 
week. Completions for the area total 26, 
of which 13 were producers with an ini- 
tial production of 4312 barrels of oil per 
day. There were two gas wells reported 
and 11 failures reported 

Completions along Gulf 
Coast during the past week are as fol- 


the Texas 


lows: 


Init. Prod. 
Bbls. Depth 





Company, Well and Location 


BARBERS HILL— 


Yount-Lee Oil Co., Phillips 7 (wo) 75 5175 
CONROE 

Humble O&R Co., Madeley 42...... 1440 5117 

American Liberty Oil Co., Allen 2... 552 5100 
DAN BURY 

Shell Pet. Corp., Blakely Winston 6 {1 2770 
GOOSE CREEK— 

Humble O&R Co., Simms Smith 28 
PT. ghanbbsetaebesacesdetens . 31 4026 
HANKAMER 

Miramar Corp., Crow-Jacobs 2..... * 6084 
LIVINGSTON— 

r. D. Humphries, Orton 1 ....... * 4316 

Refugio Oil Co. & J. C. Werby, Dick 
8 OR BP en er eee 90 4331 
MYKAWA- 

Danciger O&R Co., Minnetex 1 * 4005 
ORANGE— 

S. A. Emerson, Carbello 12 (wo)... 70 3170 
PIERCE JUNCTION— 

T. G. Shaw, Fitzsimmons 1 (wo).. 200 3841 

Hamil & Smith, Humble Fee 2 .... 150 3388 
PLEDGER— 

Danciger Oil & Refining Co., Stark 
pO eer ree * 6935 
RACCOON BEND— 

Humble O&R Co., Thompson 14.... 988 4158 
SOUTH LIBERTY— 

Nat Sadler, Marrs McLean 9 ...... 10 846 

5. Ses Cee, Me FT icdccccecs 0 1722 
TOMBALL— 

Amerada-Stanolind, Metzler A-1.... 200 3842 

Humble O&R Co., Kleb 1 ......... 71% 5584 
OS i RP ee ee re 456 5566 
BRAZOS COUNTY- 

M. E. Wallace, Jr., Broach 1, 1 mi 
w of Tabor, G. W. Singleton Sur ° 369 
CHAMBERS COUNTY- 

Turnbull & Irwin, Sudindrof 1, e of 
Anahuac, H&TC Sur No. 67. ... © Fee 
GALVESTON COUNTY— 

Humble O&R Co., Maco Stewart 1, 

3 mi e of Dickinson, J. Seller Sur * 7887 
GRIMES COUNTY— 

J. Woodward, Hamilton 1, 1% mi s 
of Richards, O. Hill Sur . ....... * 3524 
MONTGOMERY COUNTY— 

J. W. Baker, Benker 1, 2 mi w of 
Conroe, L. H. M. Washington Sur * 4949 

Sayre Oil Co., Delta Land & Timber 
cok 2s ia So. BO Eo sacansed * $015 
TYLER COUNTY— 
3oone Wallace and Lane, Crews 1 

6ovencoeenne * 3025 


S. L. Graham Sur 














*Failures; tJunked; {Million cu. ft. gas. 


Duval County 
Deep Wildcats 


San Antonio, Texas.—Magnolia Petro- 
leum Company has abandoned its deep 
well on the west side of the Government 
Wells field, Duval County, having shown 
nothing of importance. It is located in 
the NEc Section 58. Depth is 5362 feet. 

Sun Oil Company encountered a sand 
at 6575-85 feet in deep test eastern Duval 
County and is making drill stem test. 
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Danciger Oil & Refining Company’s Mykawa well in Harris County blew mud, salt 
water and gas three days, bridged and was abandoned. 


Mykawa Field Has 
Wild Gas Well 


Houston.—Danciger Oil & Refining 
Company’s Minnetex 1, in the Mykawa 
field, 300 feet due east of Framer 1, W. 
H. Lovett Survey of Harris County, blew 
out at 4005 feet last Monday and was re- 
ported making from 30,000,000 to 40,000,- 
000 cubic feet of gas daily. The rotary 
and derrick were ruined. A well known 
well fighter was called to the location, but 
the test bridged itself Wednesday and 
mud was pumped into the hole to control 
it. Before the well went dead, the spout- 
ing column was visible from the business 
section of Houston and attracted atten- 
tion. 

The field is approximately 10 or 12 


miles south of Houston. It is reported 


the well will be abandoned and a new 
location will be made offsetting this wild 
well. At present there is no other active 
drilling well in the field. 


Another Well Finished 
In Livingston Extension 


Houston.— Another extension. well 
was added to the Livingston field of 
Polk County, when Refugio Oil Com- 
pany and J. C. Werby’s Dick & Faling 
2, came in for 90 
through a one eighths-inch choke from 
4331 feet. From 4265 to 4286 feet the 
well was in a gas sand. Top of the 
Hockleyensis was at 3659 feet and the 
Cockfield at 4215 feet. This well was 
better than the first well the operators 


barrels per day 





61 




















brought in. The well is located 929 feet 
west of the first extension test in the 


A. Veisca Survey. The same operators 


e now rigging up on Dick & Faling 


ar 
3525 


feet west of well 2 in the A. 
Viesca Survey. 
7. 2 


Livingston field and in the A. Veisca 


Humphries’ Orton 1, in the 
Survey, was abandoned at 4316 feet at 
week. At 4125 feet a 
made to 4130 feet 
showed two thribbles of 
thribbles of salt 
of gas in 


the close of the 
drill test 
and the 


stem was 
well 
seven water 


mud and 


along with a slight show 


seven minutes through a three eighths- 


inch choke. Vicksburg was encoun- 


The GRAY 
RELEASE 
SPEAR has 
proven itself over 
a long period of 
time to be 


S A F E 


MORE 
STRENGTH 


than the pipe on 
which the tools 
are run is pro- 
vided through the 
use of HEAT 
TREATED AL- 
LOY STEELS. 
Fine pitched 
threads furnish 
the tremendous 
jacking power 
necessary to as- 
sure 100% Re- 
leasability under 
all conditions. 


Complete stock for 
rental . . . operator 


if desired. 
+ 


PHONE: WAYSIDE 2111 


GRAY TOOL 
COMPANY 


6102 Harrisburg Blvd. 
HOUSTON, TEXAS 

















tered from 2979 to 3039, Fayette 3309 
to 3339, Hockleyensis from 3580 to 3610 
feet, Massilina Pratti from 3490 to 3520, 
Dibollensis from 3978 to 4000, Oper- 
culina at 4074 feet, Cockfield at 4094 
feet (Lithology). 

Kirby Petroleum Kirby 
2, J. Stephenson Survey was drilling at 
100 feet at the close of the week. 


Company’s 


Dickinson Well Causes 
Leasing Activity 


Houston.—Pure Oil Company has made 
location for Shelor 1, 1366 feet north and 
428 feet east of the southwest corner of 
J. W. Shelor’s 23l-acre tract in the 
BBB&C RR Survey, approximately 2800 
feet north Dickinson Bayou 
from Humble Oil & Refining Company’s 
Dickinson 


across the 


discovery well for the new 
field of Galveston County. The company 
is now rigging up for the deep test. It 
is reported Humble Oil & Refining Com- 
pany is to make location for its second 
deep Dickinson test. The discovery well 
has abandoned at 7887 feet after 
blowing out and catching fire. 
Approximately 10 miles to the 
west of the Dickinson well, and east of 
Webster in Quaker 
City Oil Company’s J. Goar 1 (was Tex- 
ana Lewis), is moving in rig to deepen 
an old test. The well is located 518 feet 
southwest from the west corner of Allen 


been 
north- 


Galveston County, 


20-acre tract along the east line of lease, 
thence 500 feet northwest at right angles 
approximately 5000 feet from the north- 
west line and 2100 feet from the northeast 
McKissick Survey. This 


wildcat was reported stopped just above 


line of Sarah 
the pay sand and is now going on down 
to the producimg formation. 

To the south of this test Humble Oil & 
Refining Company recently purchased 100 
acres paying $100 per acre. This acreage 
was taken from a party who has approxi- 
mately 2000 acres in the area. In the area 
of Sheeks on the Harris Liberty 
County lines, near Humble Oil & Refining 
Company’s large block, a drilling block 


and 


has been assembled by an operator who 
has agreed to start a well in 90 days. 

Activity has been stimulated since the 
discovery by Humble Oil & Refining Com- 
pany. Major oil companies are sending 
the geophysical crews into the area to 
work, leasing has been on the increase 
and in the vicinity of the discovery well 
royalty is selling for $150 per acre base. 

Pure Oil Company holds a large block 
in the does Humble Oil & Re- 
fining Company. With the two new loca- 
tions that have been made, it will be in- 
teresting to watch the outcome of the 
play. 


area as 


Across Galveston Bay, in Chambers 
County, Turnbull & Irwin's Sudindrof 1, 
Anahuac in the H&TC No. 67 


east of 


Survey, was abandoned at 7937 feet. The 
operators had 125 feet of sand that car- 
ried a salty taste. The contract depth on 
this test was 7500 feet but the operators 
take it 8000 feet. Ten-inch 
casing was set at 1187 feet. Discorbis 
was topped at 6439 feet, Heterostegina 
6810, Marginulina 7162, Frio 7606 and the 
base was found at 7640 feet carrying a 
blackish sand with an elevation of 21 feet. 
\ core was taken from 7448 to 7452 feet 
and _ the sand 


and the 


decided to 


feet contained 
The core 
7452 to 


above two 


lower section shale. 


contained a From 


7630 sand with a salty taste was found. 


salty taste. 


Needville Area Is 
Active Wildcat Center 


the 
Ft. Bend County, there are more wild- 


Houston. — In Needville area of 


cat locations than any other part of 
the Gulf Coast. In the 
of six there 
Recently Gem Oil Company abandoned 
l, in the Robert Hodge 
6025 feet. Humble Oil & 
Refining Company has made location 
for Hackastedt 1, 
the 


Scheper Bartosh 1, 


Texas radius 


miles are four locations. 
its Farmer 


Survey at 


was rigging 
week, W. H. 
H&TC Sec- 
tion 52 Survey, which is shut down at 
900 feet. Vico Oil Company’s Darst 1, 
E. Powell 
well and will spud in the middle of the 
Wilkes et the 
Geo. Teel Survey, is moving in boilers. 


which 
the 
in the 


up at close of 


Survey, is digging water 


week. al’s Norris 1, in 

Gem Oil Company’s Farmer 1, in the 
Robt. Hodge Survey, topped the Dis- 
4643 feet, Heterostegina at 
In a core from 4020 to 4053 
had a salt water sand, 
5653 to 5665 feet 
the bottom of the 
It is predicted by some geolo- 


corbis at 
5120 feet. 
feet the 
odor 


well 
of gas from 


with salt water on 
core. 
gists that this area will be the next oil 
field for the Texas Gulf Coast. To the 
South of this area eight or nine miles 
Allied Mineral Corporation’s Farmer 1, 
was completed recently for a good well 
It is on the edge of 


in the Frio sand. 


Boling Dome. Acreage is selling for 
$25 per acre in the area, and acreage 
can be bought on the flank of the Bol- 
ing for $170 per acre and $250 out of 
oil. 

Between the Boling field 
Needsville area all available acreage is 
taken and at 

“hottest” 
The extension test to the 


and the 


being present it is one 
of the Gulf 
Coast. Bol- 


ing dome is making approximately 12 
three 


areas in the 


barrels of oil per day on a 
eighths-inch choke with a tubing pres- 
sure of 375 pounds and casing pres- 
sure of 1050 pounds. The well is re- 
ported to have made more than 3000 
The 


barrels since discovery. gas-oil 


ratio is 2000 to 1. 
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Cleveland Field 
Test Drilling Ahead 


Houston. — Gulf Production 
Kirby C-5, in the Cleveland 
field of Liberty County, is drilling 
ahead at 5500 feet, after 
Unigerina from 4571 to 4602 feet, and 
the Hockleyensis from 4723 to 4733 
feet. As compared to the other wells 
drilled in the area this well is running 


Com- 


pany’s 


finding the 


a little high. 

To the southeast of the Cleveland 
field, Turnbull & Irwin have made lo- 
cation for Greer & Frazier’s deep test 
Robeson The 
tentative location is 466 feet south and 
466 feet 
of the southeast 100 acres of west 400 
acres of 856 6410 feet 
west of east and 466 feet north of the 
south of the The 


known as Lynotte Buffon 1. This area 


in the James Survey. 


east of the northwest corner 


acre tract or 


line survey. well is 


in the past has witnessed an exciting 


lease play and Greer & Frazier worked 


up a block of approximately 4500 
acres. Spreads were sold to Humble 
Oil & Refining- Company, Magnolia 


Production 
Company, Oil Com- 
pany, Atlantic Oil Company, Kirby Pe- 
The con- 


Petroleum Company, Gulf 
Crown Central 
troleum Company and others 
tract depth is 7500 feet 

In Montgomery County, Sayre Oil 
Company’s Delta Land & Timber Com- 
The 
well is located four and one half miles 
west little 
near the Walker County line 
H. Truitt This 
salt water in the upper and lower sec- 
tion of the Cockfield which was topped 
at 3575 feet. On a drill stem test from 
3624 to 3628 feet the 
of oil 


pany was abandoned at 5015 feet 


Esperanza 
in the J. 
showed 


and north of 


Survey. well 


well showed a 


trace which contained a salty 


teste. 


Location Made in 
Waller County 


Houston.—A 
been made in Waller County by D. Ar- 
mand who will drill 
150 feet from the southwest line and 150 
feet from the southeast line of the tract, 
Acreage has been 


new wildcat location has 


srothers Dains 1, 


J. McFarland Survey 
selling in this area for $30 per acre. One 
drilled in the above 


other test has been 


survey, Capps & Sloan’s Vaughn 1, near 


San Felipe. The well has been shut down 
in the lower Oligocene at 2904 feet. On 
a drill stem test from 2854 to 2924 feet 
the well showed 24 fourbles of blackish 
water through a three eighths-inch choke 
with no pressure. 

In Wharton County, Texas Gulf Pro- 
duction Company’s Kresta 1, four miles 
northeast of the Louise field and on the 


A Gulf Publishing Company Publication 








Hildge (Leach) prospect, is reaming 
down to 4401 feet at the 
week. Royalty is selling for $50 base in 
the area. 


close of the 


To the north of this area into Colorado 
County, Quintana Oil Company’s Olm- 
stead 1, east of Rock Island and in the M. 
Batson Survey, is drilling in 
4280 feet. 

To the Wharton 


Matagorda County, the Palacois area is 


south of County, in 
getting a play with acreage selling for 
$5 and $10 per acre. There is a reported 
“high” in the area and the operators ar¢ 


structure 


buying on that 
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Sour Lake Test Is 
Abandoned on Cockfield 


east flank of the 


Sour Lake field, Hardin County, Alpha 


Houston.—On the 


Petroleum Corporation has abandoned 
150 feet 
the discovery well 


this old 


Steinberger 1, west of Pharr 


et al’s Bernard 1, 
for Cockfield 
salt dome, the bottom of the hole be- 


production on 


ing 7012 feet. 

This second well to penetrate the 
Cockfield this deep in the salt dome 
belt, caused excitement in the Texas 





Oil and Electricity will ring 
down the centuries as twin 
symbols of this industrial age 


We invite you to call upon our petroleum spe- 
cialists for any assistance in the application of 
electric power to any phase of the petroleum 
industry in Gulf Coast fields. 


GULF STATES 


UTILITIES COMPANY 


General Offices 


BEAUMONT, TEXAS 


LAKE CHARLES, LA. 
















Grimes County Test 
Dry in Cockfield 


J. Woodward's 


south of Kichard 


Han Ito 

(srimes 
yas abandoned at 3524 feet 
xckfield at 2715 feet. I 
1620 feet 
had 
as found at 
SOAR te 


alter 
ing the ¢ ayette 
topped at and 
3049 to WOO the 


Top of this 


nation wa 
operators 


a gas 
Sane 
grey water sand from 
Hockleyensis 
an 


the well 


vas encountered 
elevation of 312 


salt. 


t with 
524 feet had a 
Wall sand 

In Brazos County, one mile west of 
Tabor, M. E. Wallace, Jr., has 
Broach 1 in the G. W. Singleton Survey 
at 368 feet. The operators have made lov 
for Broach 2, 400 feet of 


Purnbull 
down Tolidor 1, in 
The 
equipment 1)j 
4960 to 4980 feet 
operators did not enc 


5040 feet 


abandoned 
hut the S 
survey operator are r¢ 


orbi Wa cation west 


Broach | 


the 
and the 


Heter 


pped from 
ounter any 
teyvina to 


Tyler County Gets 
ng 1, two and r . ls 
southwest of Nome ig A New Wildcat Test 
8514 deepest 
Texas No 


for thi deep 


Sun Oil Company’s Lé 
ne half 


lrilling 


miles 
the Houston.— Two miles outl if 
Woodville in the John Wheat Survey 
of Tyler County, J. B. Oil Company et 
al are making location for a deep test 
The well is located 330 feet from the 
northwest corner of Fanny Wheat 300 
acre tract. Boone Wallace Lane 
recently abandoned Crew 1, in the S 
L. Graham Survey at 3025 feet. Alpha 
time 


fee Be 
Gulf Coast 


below 
the 
depth is 


wildcat on 


definite fixed 

Approximately three miles south and 
a little west of the old Seaport Petro 
leum Company’s 5078-foot dry hole in and 
W of Jefferson 
County, Magnelia Petroleum Company 


the Burton Survey 


Company some ago 
drilled a for Louis Franklin in 
the E. Legrand Survey. It wa 
doned at 5100 feet after penctrating the 
Cockfield 664 feet. It is reported Loui 
Franklin is working up another drilling 
block in the area. To the southeast of 


this play one major oil company is lea 


Petroleum 
taking a reported 3000-acre block for 


ophysical 


dollar 


well 


exploration work with a aban 


and a six-months 


Near the 


selection 


ion on the lease outh 


boundary line of Hardin County 
Jefferson 
is being worked up and after the 


is completed the party is to 


ern 


: hee 
yut in County, a drilling 


tart ™Eé.- 


lin two months. There has been 


everal shallow dry holes drilled in the 


Austin County Test 
irea and it has been worked with geo c a 
phy ical instrument Attracts Attention 

In County, near the tow 
Terry, a ha 500 
i 4000-foot test 


t Orange a blocl 


taken 


~~. 


east oft CW 

Oil 
Kuy 
drill- 


attracted 


Three miles 


Territory 


( , 
Jrange Houston 


party leased acres fe Ulm, Indian IMluminating 


August Wangler 1, A 
Austin County, is 


This 


rhree mile Company’s 


kendall 


bel yW 


Surve y, 


been ng 3140 feet well 


CURTIN CENTRIFUGES 


®PNEW*IMPROVED MODELS ® 
For Testing Petroleum A, P. I. and A. S. T. M. Standards 
Designed to meet all requirements of A.S.T.M. Standard Method 
D-96-30 and A.P.I. Code No. 25, these centrifuges are of the heavy 
duty type, simple in design, require no special care, and will give 
continuous service over a long period of time. The gear ratio and 
the throw of the crank have been designed to produce the required 
speed with the least effort consistent with good mechanical con- 
struction 


© A descriptive folder with specifications and prices of our complete 
line of centrifuges and tubes sent on request. 


MANUFACTURED BY 


_ WH.CURTIN& COMPANY, INC. 


HOUSTON, TEXAS 


weck when 
2540 
feet \ new 


ention at the close of the 


the 
levation 


Hockleyensis at feet 
of 368 
leasing play has resulted. 

In the Bend 
(County Oil & 
the W. ¢ 
475 feet afte: 
This wild 


dril 


topped 
vith an « 


\ustir 
(_om 


White 


field of 


Refining 


kta coon 
Humble 


pany’s Gutoskey 7, in 


} 


Survey, is drilling below 
topping Cockfield at 4100 feet 
cat is the deepest well to be 
the field 

Brenham 


Austin 


Between the 


Kenney, County, an 


play is going on in J. Martin 


Belcher, B 


(looper! 


lease 
( Benton, | 
DeLeon and James 
play 
three or 


a location 


Juan 
This 


past 


l.aton, 
Surveys 
the 
understood 
the 


has been in progress tor 


four months and it i 
will be staked in 
The play is approximately five miles 
ast of Sun Oil Company’s Zetik 1, which 


was abandoned at 306% 


near tu 


ture 


fe et 


State Wins Title to 
Tomball Acreage 
Austin, Texas.—Title to 103 acre 
the heart of the Tomball field, 
County, was the 
Te handed 


the 


of 


land in 
Harris 
state 


awarded to 
decision 
Court 


Kas in a 
98th District 


of 
down by 
August 14 
Humble 
The 
others 
suit for the land, which lies south of 
the Goodrich and Hooper Surveys and 
of L&GN On most 
maps it is shown as in I&GN sur 


on 


Oil & 
Company, 
defendants in 


Company, 
30 
the 


Refining 


Texas and some 


were named 


the survey 


the 


north 


ve 


Although there are no producing 
the 


side S 


produc tion 
eek 
according to 
Ralph 
who represented the state 
held that 41 of the 


vas found to be vacant 


there is 
the state 
development, 
Attorney 


wells on tract, 


on three and will 
immediate 
Assi 


Yarborough, 


The 


tant General 


court acre 


all 


unsury 


land, which 


eyed school land, was subject to 


ale under preference rights to occu 
who had been in possession, with 
of the of 
permanent school fund. The Texas 
Humble Oil & Refining 


were ruled out as purchaser 


reservation minerals in favor 
the 
Company and 
Company 
ince they are corporations 
The 
ject 


remaining 62 acres will be sub 
by the State 


State re 


Land Com 


te s e 


missioner, the erving the usual 


ne-eighth royalty 


Iberia Well Is 
Pesting Upper Sands 
Lake La.—In the 
field of Iberia Parish, Y. D 
sabitier 1, 25 feet north of the discovery 
vell for the new deep sand in that area 
pipe the 
40ttom the 


New Iberia 


Spells 


Charles, 


to test 


of 


upper sands in 


hole 3970) 


is cutting 


the hole was 
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feet. The well topped the salt at 3300 
feet. To date 2000 feet of pipe have been 
pulled. The discovery well has been fill- 
ing a 1000-barrel storage tank daily since 
completion. The oil is being taken to Sin- 
Company’s plant on the 


Harrison & Aber- 


clair Kefining 
Houston ship channel 
location for Schwing 


crombie have made 


1, offsetting the discovery well. The well 


is located 250 feet west of the east line 
or 3480 feet from the southeast corner 
of Schwing tract along the south line, 


feet north of the south line in 


56 12s 7¢ 


and 1085 


section 
Leasing Work Is Active 
Near New Roanoke Pool 


Water Oil 
outh 


Lake Charles, La—Tide 
Company’s Bourgeois 1, on the 


west flank of the Welch field of Jef- 


ferson Davis Parish, wa plugging 
back from 5300 to 5050 feet to start 
coring. The well was _ previously 


plugged back from 6107 feet, but after 
drilling was resumed it was discovered 
it was back in the old hole 
Northwest of the 
4300 acres ha: 


Welch 
been taken for geophys 


town of 


ical work. The Texas Company wa 
given permission to work the above 
area and after completion of the tor 
sion balance work, it wanted to check 
the above area with reflection shoot- 


ing but option time did not permit 


them to do so. If months option 


secured The Texas Company 


reflection. It 


time is 
shoot the area with 


that the part 


will 
is reported having 
dificulty in obtaining the option period 
and on the 
field, Skelly 


acres 


To the east of the block 
edge of the new R 


Petroleum 


anoke 
Company leased 655 
paying $10 per acre cash bonus and a 
overriding royalty. 

$2,457 for a 
protection against 
field. Gulf 


working 


one twenty-fourth 


rental } five 


This 3 


in the Roanoke 


The annual 
year lease. 
activities 
been 


Refining Company ha 


in the area with torsion balance. 


Approximately 16 miles northwest of 
Roanoke, to the east and southeast of 
Parish, 
troleum Corporation ha 
of about 6000 acre 
months. Of 
1500 


Iota, in Acadia Amerada Pe 
taken a block 
to do exploration 
this total 


lease 


work for four 


amount of acreage a acre 


contains a $10 per acre price or begin 
a well at the end of the period 


L. C. KEELEY, geologist for Mexican 
Gulf Oil Company, Tampico, Mexico, is 
vacationing in Houston. He will return 


to Tampico today, August 20. 
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Bosco Area Is Defined 


In Three Directions 


Lake Charles, La.—The approximate 
limits of the Bosco field, Acadia Parish, 
to the north, south and west of the dis- 


indicated during the 
Superior Oil }. 3 
1, located 1655 feet north and 


corner of 


covery well were 


week Company’s 
Arceneaux 
439 feet west of 


Section Z28-Ks 3e, 


the southeast 
half 
the discovery well, was abandoned at 877] 


mile northwest of 


feet. M. Savoie 1, half mile northeast of 
well, 
1500 


showed salt water and 
feet southwest of the 


was reported abandoned 


the discovery 
Leo Kahn i. 
disce vert well, 
the middle of the past week at 7745 feet, 


but the ope rators decided to go back into 


the hole and rework it at the close of the 
week 
These wells are from 150 to 250 feet 


than the discovery well 
The present producing zone embraces an 

1'4Z miles east and 
field about 


territory, with the 


clf gives the 
productive 
castern flank in an undetermined state, 
the western portion being practically de 
south of one 
Mire 1, 2500 


well, is re 


fined as well as north and 


of the three producers. E 


feet west of the discovery 


reported showing up to six percent 


alt water. The easternmost producing 


well, Iseringhauser 1, one mile east of the 
discovery well, is structurally level with 
the Mire well 
High to East 
It is reported another concern has a 
geophysical high to the east of Isecring 
hauser 1. This report seems to be borne 
out since there has been no dip indicated 
in this direction as in the case in other 
lirections from Hernandez 1 
Present development has shown Bosco 


; 


in the class of 
area covered by the number of present 


major calibre; not only in 


producing wells, but the discovery well 
has four distinct and separate producing 
sand zones, with the discovery well re 

ceiving its oil from only one of these 
sands being found at 7845 feet through 


perforated casing. 


To date Bosco appears to be safely 


above the average producing fields as to 
size. The leading fields of Coastal Louisi 
ana are estimated to cover the following 
of acres, compared to an esti- 
400 acres in the field at 
time: Jennings 250 produc- 
Vinton 270 Edgerly 
200 acres; Sulphur &5 acres; East Hack- 
berry 150 acres; 1000 acres. Roa- 
noke is in an undetermined state at pres- 
ent, with only one producing well, but it 


number 
mate of 208CO 
the present 
acres; 


tive acres; 


Iowa 


is considered to be as large if not bigger 
than Iowa. 


It is true Bosco has failed to live up 
to early expectations and has been some- 
what of a disappointment upon the drill 
ing of seven wells. Many were expecting 
Bosco to be the “Conroe Field” of Coastal 
from 50,000,000 


with 


Louisiana, with estimates 
to 100,000,000. 
the latter being the most common 

The first 


the company’s 


barrels oil reserve, 


definite failure recorded it 


plan to outline the produc 


ing limits of the new field was when it 
abandoned J. S. Arceneaux 1. This well 
topped the Discorbis at 7818 feet, Hetero 


and the Marginulina 


compared to the dis 


stegina at R170 feet 


at 8670 feet and a 


COVE! ell, was running over 100 feet 
lower 

Kichard 1 was drilling in sand at &71& 
feet at the end of the week. The well 
located 3500 feet southeast of the di 
covery well, and is running about norma 
or a little lower than the discovery well 


It should be the 
field. Top of the 


was found at 7672 feet 


next producer in. the 
Discorbis on this test 
Heterostegina at 


8014 feet, Marginulina at 8434 feet 


Running Lower 


One mile northeast of the discovery 
well, M. Savoie 1 was drilling below 
#681 feet. This well is running lower than 


the discovery well. Top of the Heter« 
stegina on this test was found at 807: 
feet 

The remaining wells in the field are 


drilling ahead and their outcome should 


be realized by the end of the week. 


Roanoke Field 


Thirty-three miles due west of this field 


another new field is in an interesting d¢ 
velopment stage; the Roanoke field, Jef 
Parish. Shell 
Corporation is drilling R. C. Jarnigan 1, 
off set well, at 8168 


and was preparing to set 95-inch 


ferson Davis Petroleum 


cast to the discovery 


fect 


casing at 7465 feet. This well topped the 
Discorbis at 7645 feet and the Hetero- 
tegina around 7980 feet. This well, as 


well, is run 


compared to the discovery 


ning a little high on the Discorbis marker 
Humble Oil & Refining 
1 was drilling at 5820 feet at the 
The 


drilling at 


Company’s 
Kratzer 
company’s 
7692 feet 
Company has 
B-1, in Sec 
of 


the east 


close of the week same 
Devilbiss 3 was 
Humble Oil & 
made location for Devilbiss 
tion 11-8s-4w, 440 feet west 
line and 440 feet south of the north line 


in the south 320 acres of the section 


Refining 




















North Louisiana 
Has Four Starts 


Shreveport, La.—Only four first re 
ports were added to North Louisiana 
last week 


recently rejuvenated 


drilling 
In the 


shallow field, Bossier Parish, Pre 


reports 
Bellevue 
mier In- 
for 
Scanland 1, 300 feet south and west NEc 
SE NE Section 15-19n-llw. In the shal- 
low Blanchard gas field, Caddo Parish, 
W. T. Boyd location for T. ¢ 
Lindsay 2, 660 feet southeand west center 
34-19n-1l6w, 
shallow gasser 

In the field, 
Gerhig Oil Company has derrick up for 
A. J. Burkett 3, 330 north and east SWc 
SE SE Section 9-9n-l3w. 

In the Zwolle field, Sabine Parish, Pel- 
ican Natural rigging 
Louisiana Long Leaf 34, 100 feet south 
NWe NE SW Section 17- 


vestment Company made _ location 


made 


> 
Section offsetting a small 


Converse Sabine Parish, 


Gas Company is 


and east 


7n-llw. 


Fifteen Completions in 
Louisiana Coastal Area 

Lake 
along the 
the 


Charles, La. — Completions 
Louisiana Coastal area dur- 
totaled 15, of that 


resulted in producing 


ing past week 


amount seven 
wells. There was one gas well making 


60,000,000 cubic feet daily. The remain- 


PHOTO- 
GRAPHS 


of your equipment on a re- 
mote wildcat location is 
worth money to you. They 
cost you little. We're in the 
field regularly . . . picturing 
the Oil Industry in action 
along the Gulf Coast 

from the Louisiana Swamps 


to Old Mexico 
j 


Write us your field pi 
needs. Our volume oT 
photographs lowers 
cost. 


cture 
field 
your 


One Good Photograph Is 
Worth 10,000 


MERCHANTS 
PHOTO SERVICE 


Phone P-2526 .... 
HOUSTON, TEXAS 


“Photographs with Selling Power” 


Words 


415 Louisiana St 


ing seven were failures. Emerald Pe- 
troleum Corporation’s State of Louisi- 
the field of La 
Fourche Parish, pro- 
ducer of the week. It came in for 3000 
barrels This test drilled to 
4959 feet and was plugged back to 4590 
feet. Sand was topped at 4410 feet. The 
half-inch choke 
and tubing pressure was 400 pounds. 

One of the Yount Lee Oil 
Company’s J. L. Henning 1, in the 
Hackberry field of Calcasieu Parish, 
was abandoned at 1664 feet after using 
the well for work. The 
well driled into the cap rock which was 
topped at 1661 feet having penetrated 
this formation three feet. 

Completions along the South Louisi- 


ana l, in Leesville 


was the largest 


per day 


flow was through a 


failures, 


geophysical 


ana Coastal area during the past week 


follow: 


Init. Prod. 
Company, Well and Location Bbls. Depth 


BOSCO 
Superior Oil Co., 
Leo Kahn 1 . ; ° 
CAMERON MEADOWS— 
Humble O&R Co., Cameron Meadows 
| ees 
DOG LAKE— 
The Texas Co., State Dog Lake 16.. 
GARDEN ISLAND— 
The Texas Co., Garden Island 11... 
HACKBERRY— 
Sutton Oil Co., Portier 1 
Yount Lee Oil Co., Henning 1 
LAKE BARRE— 
The Texas Co., State Lake Barre 
a « mee 
LEESVILLE— 
Emerald Pet. Corp., State of La. 4. .300( 
Gulf Refining Co., Allen Land Co. 4 ° 
L. Bernard 6 432 
LOCKPORT 
Magnolia Pet. Co., Miller 34 


PORT BARRE 

The Texas Co., Piney ee Basics 
SULPHUR 

Union Sulphur Co., 
VINTON— 

Gulf Refining Co., Gardener Fee 9 
(wo) 


© $8771 


7645 


J. S. Arceneaux 1 


200 


Fee 776 (wo).. 


*Failures; tJunked; {Million cu 


BeSoto Parish Wildcat 
Holds North La. Interest 


Shreveport, La.—Chief interest in wild- 
cat activities in North were 
centered last week in attempts to make 
a drill stem test in E. T. Oakes’ Johnson 
1, SE NE NW Section 30-13-15, DeSoto 
Parish, at 5402 slightly oolitic 
lime of lower Cretaceous Monday, Au- 
gust 13, tester was run but it did not hold 
and pulled about 32%4 fourbles of drill- 
ing mud. Later operators cleaned out 
the hole preparatory to trying another 
No sign of 


Louisiana 


feet in 


test on Friday, August 17. 
water appeared. Much gas 
this test at 5400 feet and the last two 
feet 5400 feet was said to 
shown oil. Elevation is 296.3 feet. 

Gulf Company’s geophysical 
test in Webster Parish, Crichton 1, NE 
SW Section 15-18n-9w, checked low on 
base of Midway, logging that contact at 
1623 feet; elevation is 202 feet. 


showed in 
have 


below 


Refining 


North Louisiana 
Has Seven Completions 


Shreveport, La. — Seven completions 
were reported last week in North Louisi- 
ana, including two oil wells, both in Con- 
verse, and 
30th of the Converse wells 


Sabine Parish, three gassers 


two failures. 

are flowing, after use of chemicals. 
Completions last week in North Louisi- 

ana follow: 


Prod 
Bbls Depth 


Init 
Well and 
CADDO PARISH 
ww. 2. Bove, F. C. 
34-19-16 Seneeees 
Producers Pyramid O&G Co., W. P. 
Hammock 3, nw sw 3-18-16 ts 
MOREHOUSE PARISH (Monroe)— 
Grecian Bend Gas Co., Patton 1, nw 
ne 11-20n-4e ... . 917 
OUACHITA PARISH (Monroe)— 
United Carbon Co., Cole 3, sw sw 
25-20n-4e ‘ — 11 
SABINE PARISH (Converse)— 
Helena O&G Co., S. Beard 1, nw ne 
16-9n-l3w ine 
Windsor Oil Co., Bank of Pleasant 
Hill 1, ne ne 29-9n-1l3w 
SABINE PARISH (Zwolle) 
Geo. L A. C. Phillips 


se 25-8n-l2w 


Company, Location 


( Blanchard) 
Lindsay 1, ne sw 
940 


Pace, 


*Failures; tJunked; {Million cu. ft. gas. 


Southeast 


Louisiana 

Slidell, La—Some leasing is going on 
in the Florida Southeast 
Louisiana. Shell Petroleum Corporation 
5000 acres in township 9 
south, ranges 12 and 13 east, St. Tam- 
Parish. Superior Oil Company 
took 3000 acres in township 9 south, 2 
east. In East Baton Rouge Parish, Sun 
Oil Company is taking acreage in town- 
ship 7 south, range 1 west. 


parishes of 


has leased 


many 


Two Failures Are 


Arkansas Completions 

El Dorado, Ark.—Two completions, 
both failures, were reported in Arkansas 
last week, one being a wildcat in La Fay- 
ette County, and the other an edge test 
on the the Urbana field, 
Union County. 


north side of 

One first report was added, this being 
Sam M. Richardson’s J. P. Hammond 2, 
320 feet north and east SWce NE NE 
Section 19-17-15, Union County. Materials 
are on the ground. 

La Fayette County’s latest test, C. V. 
Section 19-15-25, has 
spudded, set 10-inch surface casing at 160 
feet, and is drilling at 500 feet. 
discoverer of the Garland City field in 
Miller County, Arkansas. 

Completions last week in Arkansas fol- 


Lenz’s Houston 1, 


Lenz is 


low: 


Init. Prod. 
Well and Bbls. Depth 
LA FAYETTE COUNTY- - 
Earl F. Fox, Coleman 
ne 36-16-25 
UNION COUNTY (Urbana)— 
McCreslenn Oil Co., A. H. Hadley 
B-1, se nw 3-18-13 


Company, Location 


sros. 


*Failures; tJunked; {Million cu. ft. gas. 


The Oil Weekly, August 20, 1934 





. _ , Sectio 5-15s-17 Monroe Co The geologic: or was « = 
Ohio Buys Property ection 15-15s-l7w, Monrose unty, [he geological work was done fo 
° ? approximately one mile north of Ar- McAlpine by H. D. Easton, discovering 

In Haynesville Field kansas Natural Gas Corporation’s F. geologist of the Amory gas field ir 
L. Rye 1, drilled several years ago to 1925. Location has been t nanil 
oe P Ohio Oil Co _— ) iy 3 ; é. OC as 1 temporarily 
Shreveport, La hio il mpany a depth of approximately 3000 feet, abandoned for Mississippi Public Se: 


with numerous shows of oil and gas ice Corporation’s Edwards & Carter 


Elevation of the new location is 260 NE SE Section 12-13-18, which Mi 


has acquired Haynesville Partnership’s 
4600-foot test, the second commercial well 
in the Glen Rose, in the old Haynesville * ; 
! rae ) feet. Alpine was to have drilled 
field, Claiborne Parish, which has been ie é 

Che same group will deepen Crook 1, Mississippi's completion last 
NEC Section 4-13s-18w, Monroe Coun follows: 


ty, drilled to 720 feet several years ago 


producing from the Ozan (Blossom) 
since 1921 and still has a daily yield of 
3000 barrels daily, aided by a successful — : 
by Buffalo Oil & Gas Company. Ten Well 


mpany 


ind | 


$ ad HANCOCK COUNTY 
200 feet This test is about midway Gulf Ref. Corp., R. J. Williams 


repressuring project, carried out several 
inch casing was set in paleozoics at 
years ago. 


Whether Ohio plans any more Glen between the four gas wells in the ae 98-Ba.the 


Rose tests immediately is not known , : 
™ - : as Amory feld and the town of Amory *Failures; tJunked; {Million cu. ft. gas 





Mississippi Wildcat 
Drilling Deeper 


Jackson, Miss.—Gulf Refining Company 
will deepen May L. Williams 1, SE NE 
Section 33-5s-17w, Pearl River County, 
South Mississippi, “in the trend” in which 
plug was drilled last week in 65-inch 
casing cemented at 3696 feet; total depth T 
was 3707 feet (estimated). he Name 

After a reported oil show at this hor- 


izon in this test, it was reported that an . 

acid bottle was run and the hole found 

to be crooked. It was straightened before 

the pipe was set. After plug was drilled, 

three cores were taken before swabbing spans the history of Texas drilling 

was begun. After the swab was run sev- operations from Spindletop to now 

eral times, it was dropped in the hole, 

and after failure to recover it, the bailer 

was run and salt water appeared. It was The founder of J. H. McEVOY & COMPANY drilled wells in 

then decided to deepen. Oil showed in early Spindletop days and in other famous fields, among them 

the — poe hes sy taper howe Batson, Sour Lal Saratoga, Hull. After this extensive oil field 

it was being tested, before the swab was 5 ‘ “ , x 
S oe experience, he established in 1906 to manufacture oil field equip- 


dro ) d. 
os ment, the firm that bears his name. 


Approximately 100 scouts and other oil 


se the location when the plug Originating the Wireless Well Strainer, the company has con- 
was drilled. . , ‘ nea as 

tinued to pioneer in making important contributions to the ad- 
C Oil C 2 vancement of oil field equipment . . . among them strainers, 
veometer U1 orporation packers, casing and tubing heads, set shoes, blowout preventers, 
Takes Over Florida Test inserters. 


Miami, Fla—Geometer Oil Corpora- 
tion, Pensacola, Florida, has taken over Throughout these years the name 
Joe Snyder’s Rock Hill well, six miles McEVOY on a piece of equipment 
south of DeFuniak Springs, Walton has been to an increasing number of 
County, Florida. The company now has operators ...a STAMP OF SUPERI- 
ORITY AND PRACTICAL WORTH. 


under lease or exploration contract in the 


county approximately 150,000 acres 


Abandoned Wildcat Only 


Mississippi Completion 


Jackson, Miss.—Mississippi had one 
completion, a dry hole in Hancock 
County, Gulf Coast area, one new loca- ESTABLISHED 1906 


tion in Monroe County, near Amory, C 

the deepening of an old test in the J. H. mM EVOY 

same county, and one abandoned loca- 

tion last week. AND COMPANY 
HOUSTON ° ae > ¢.¥— 


P. J. McAlpine et al are moving in 
materials for F. L. Rye 1, SEc NW SW 
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Drilling at Kettleman 


Hills Increases 


Los Angeles—Kettleman Hills fur- 
nished a new well the past week that was 
good for 10,200 barrels of 269 gravity 
oil, and 7,500,000 cubic feet of gas, and 
during the week four new locations wer« 
announced 

Standard Oil Company’s No. 2-35J in 
35-21-17, was the big well. Total depth 
is 8150 feet and 954-inch casing was ce- 
mented at 7738 feet. The well’s produc- 
tion has been reduced to 2000 barrels 
Same company’s 26-35J, in Section 35-21- 
17, was completed at 8391 feet for 850 
barrels of 36 gravity oil and 3,500,000 
cubic feet of gas. Casing pressure was 
595 pounds 

A number of completions are due at 
Kettleman Hills 1 
as 12 wells are drilling below 7000 feet, 
half of which are below 8000 feet. Total 


n the next few weeks, 


7 11 


of 27 wells are below 6000 feet, including 


the 12 mentioned. There are six new 
rigs up 

The lone drilling well on the Middle 
Dome was drilling at 7570 feet at last re 
port, and is expected to hit the Temblor 
formation very soon 

Kettleman North Dome Association’s 

} 


deep test on the edge of the field in Sec 


tion 8-22-18, is now drilling in gray sand 
at 9910 feet and probably will be the next 
hole in California to reach the 10,000-foot 


depth 


McAdams Enters 
Potrero Field 

Los Angeles Ed McAdams, wh 
supervised the drilling of North Kettl 
man Oil & Gas Company’s Lillis-Welch 1, 
near Kettleman Hills, to 10,944 feet, is 


now becoming interested in the Potrer« 
area, Los Angeles County, where he e» 
pects producing wells to be completed 


between 8000 and 10,000 feet He and 


those interested with him have two good 












writ 


tracts in the field, but he does not plan 
to start a well until Wilshire Annex Oil 
Company completes Potrero 2, now stand- 
ing cemented at 7889 feet. Cement prob- 
ably will be drilled out in a few days and 
a production test will follow. 


This lone test for that area has picked 
up some promising oil sand, consisting of 
streaks of oil bearing formation mixed 
in with the shale. More than two years 
ago, this hole was drilled to 7170 feet, 
and was permitted to stand for two years, 
until the Wilshire interests could com- 
plete their drilling campaign at Hunting- 
ton Beach. 

The first McAdams well, if and when, 
will be drilled on fee owned land. If the 
Wilshire Annex test makes a commercial 
producer, a number of deep tests will be 
started in the general Potrero area, since 
a number of leases are being taken by va- 
rious interests. 


Inglewood Wells Prepare 
To Test Deep Pay 


Los Angeles.—Within another week it 
is expected the value of the deep pay at 
Inglewood will be known. Pacific West- 
ern Oil Company landed a string of 6%- 
inch casing at 5052 feet, which is bottom, 
in Rubel 17. The string will be cemented 
through perforations at 3369 feet and 
again at 4450 feet. The pipe is being 
perforated at points thought to have the 
best oil sand. Cores indicated the forma- 
tion from 3300 to 4000 feet was about 
one half oil sand. Production test will be 
made in a few days. 

Plymouth Oil Company’s Pollard 1, an- 
other deep test for this field, has stopped 
drilling at 5620 feet and is reaming the 
hole to cement 654-inch pipe at 5440 feet, 
to be followed by a test of the lower 
zone, which cores indicate is worthy of 
such action 

If either or both of these deep tests 
make producing wells new drilling can 
be expected, but not in a big rush 





LUDLOWS COMBINE 


Performance and Economy 


Performance comes from correct design, proven 

by actual field service over many, many years. 
Economy comes from experience in 

\ manufacture, experience in material 

fy selection which make Ludlows rea- 
sonable in first cost and negligible in 
upkeep expense. Let us estimate on 
your requirements. 





Another Gas Test for 
San Joaquin County 

Los Angeles.—Milham Exploration 
Company is preparing to drill a second 
test in San Joaquin County, in search for 
a new gas field. Milham’s Connolly 1 in 
Section 5-4-5, was drilled to 5800 feet 
and is now in process of being abandoned 
Some dry gas was found in this hole at 
one point, but not in commercial quantity 

The new test is to be known as Moy 1 
and is to be drilled in the northeast cor 
ner of San Joaquin County, four mil 
north of the Connolly well and in Sec 
tion 24-3-4, near Corral Hallow Creek 

Milham drilled the discovery wells at 
Kettleman Hills, North Dome, and _ th: 
Buttonwillow gas field 


California Gets 

13 New Starts 

Los Angeles.—Six wildcats were ir 
cluded in the list of notices to drill new 
wells in California, filed week ending 
August 4. Seven other wells are starting 
in proven fields. Union Oil Company is 
starting two new wells at Santa Fr 
Springs and Ohio Oil Company is start 
ing one at Playa del Rey. Standard 
Oil Company is starting No. 12 at Mid 
way. Two old wells at Fruitvale are be 
ing worked over and Chanslor-Canfield 
Midway Oil Company is working over 
four old producers at Richfield. One old 
producer at Mt. Poso has been plugged 
and abandoned and two received same 


treatment at Midway. 


Completions Expected 
At Mountain View 


Los Angeles——Unless several wells ru: 
into trouble or barren formation, the 
Mountain View field near Bakersfield is 
due for a number of new producers i: 
a few weeks. 

There are a total of 21 wells drilling in 
the field and of this number, all are be 
low 5000 feet except seven. The field 
now has 20 producers 

The field has been found to be spotty 
and a number of the wells drilling ha 
no assurance of being profitable pri 
ducers 


Petroleum Mathematics 
Offered in Evening School 

Los Angeles.—Mathematical analysis ir 
petroleum problems and the petroleum ir 
dustry are two courses to be given by the 
University of Southern California colleg: 
of engineering through University Col 
lege, adult evening division of U.S.C. dur 
ing the fall quarter which opens Septem 
ber 24. 

Dr. Stanley C. Herold, Los Angeles 
geologist and engineer, is to conduct the 
course in mathematical analysis of pe- 
troleum problems which will apply specific 
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the 


pe - 


ifi 


thods 1n algebra, trigonometry, analyt- 
al geometry, and calculus to problems 
n reservoir and well performance. The 
iss is to meet in Bridge hall on the 
Trojan campus Wednesday evenings from 
to 8:20 

\ general survey of the petroleum in- 
justry is to be given by Professor John 


Dodge, chairman of the department of 


etroleum engineering at U.S.C., in an 
ening course to meet each Monday 

ight at 5:40 o’clock in Bridge hall 
Evening classes in 15 engineering sub- 


ects are to be given during the fall quar- 
er of University Colleg Fifty depart- 
ments of university study have scheduled 
295 courses. The quarter ends Decem 


er 15 


Amerada Starts First 
Test in California 


Los Angeles Amerada Petroleum 
Company of California, subsidiary of the 
ompany of the same name and operat- 
ng in the Mid-Continent, is to drill its 
first well in California, at a point about 
four miles northwest of Blackwell’s Cor- 
ner, Section 17-26-19, in Kern County 

\ large tract has been blocked in this 
urea, and is the lease formerly held by 
Barnsdall Oil Company, and later re- 
eased. Amerada has several leases at 
Kettleman Hills, part of which is a part 
f the Kettleman North Dome Associa- 
tion operations 


Kettleman Hills Well 
Shut in After Testing 


Los Angeles.— Superior Oil Com 
iny’s Huffman 8 at Kettleman Hills 
n a production test August 14 was 
timated to be good for 10,000 bar 
els of clean oil at 9205 feet. Well was 
ut in until storage could be pro 


ded. 


Seven Completions Made 
In California Fields 
Los Angeles—Two new wells the past 
week in California had initials exceeding 
000 barrels, one at Kettleman Hills a com- 
etion being good for 10,200 barrels of 
9 gravity oil in addition to 7,500,000 
eet of gas. Another Kettleman Hills 
ll made 850 barrels of 36 gravity oil 
39] feet 


Init. Prod 


pany, Well and Location Bbl Deptl 
KETTLEMAN HILLS 

ndard Oil Co., No. 2-357 10,200 8150 
tandard Oil Co., No 36-357... 850 8391 


MOUNTAIN VIEW 


indard Oil Co., Nichols 9 §843 
lohawk Pet. Co., Hood 4 1300 5824 
MT. POSO 

l Oil ¢ Vedder 11 18 1884 
MESA 

a SS Se are 300 2107 
SAN JOAQUIN COUNTY 


ham Exploration Co., No. 1 * §800 


*Failures; tJunked; {Million cu. ft. gas 
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Cut Bank 


Cut Bank, Mont 
had two failures, two small oil wells, and 
one gasser. in a poor completion run this 
week. There were 


ing. 


Annand & Hutching’s Bonnett 1 


four new tests start- 


27-35n-6w, for 35 


on . ; pump. 
The Cut Bank field 


production with hol 


feet. Same company’s Corsolidated Gas 


NW 1, Section 15-35n-5w, 


SE Section 10-32n-5w, an offset to The the east of the oil 


Texas Company’s State 1, only producing 
well on South Cut 


Bank, was a failure. 


Montana Power Gas Company’s Whet- south of the field, 


stone 1, C SE NE 


pleted Whetstone 


Section 7-33n-5w 


3, center Lot 1, Section 55 feet. 


AKELSON 


Pumps and 





aed 
i neneeiininteen 








AXELSON MANUFACTURING CO. 


P.O. Box 710, Vernon Station, Los Angeles 








Sucker Rods 
Yield 
Greater 
Production 
at Lower 
Lifting 
Costs 





St. Louis 50 Church St..New York Tulsa 


Mid-Continent and Eastern Distributor: 
Frick-Reid Supply Corporation 


Rocky Mountain Distributor: 
Great Northern Tool & Supply Company 


The Texas Company’s Pury 4, SW SW 


Section 35-35n-6w, had 


5,000,000 cubic feet at 2809 
Barmac Producing Company’s Brunin 
The test drilled to the Ellis at 2951 feet. 1, C SW SW Section 1-31n-5w, five miles 


. Pondera County, is drilling at 2712 feet 
being plugged and abandoned at 2880 feet with 300 feet of water in the 


Santa Rita Oil & Gas Company com encountered water stratum between 2630 












































‘ive New ( ooper Tests 


Indicate Field a Big One 


oil strike 


ducers when given preliminary gauge 


showed for prolific oil pre 


week 


reach the produc 


formation testers during the past 


due te 


I wo others are 


. 1 | 
ing horizon this coming week while a 
number of new locations are in prospect 
aln ‘ the aturate | lime hor ZO1 I each 
} , 
aot the teat hi ng duce 
and in a ‘ the © cor 
} } 
? t dept 
| t n I 
Phillips Petroleum Company developed 
; wing product ! ire. three oO! the 
j ( ] ] \' ] 
four test under way o1 thie vale fam 
- th AW-acre tract cate rect be 
} 
tween the t pie M G 
‘ ‘ 
} General (1 OW} Cor | iZ 
! a | etr eur ( ! an cari tl cal 
nm < , } ng t} ! ‘ ( rt 
rod r the « nt i ver 
I ‘ « 
eral 1 h ar t} , etwer i 
' 
du 
1’) t Petrol ( j ‘ 
worth 1, N c SI ect ; 24 be, and 
il east otf t ?f the dise na 
, - f 944m ta, dai 
flowed at rate « i, arre ( al 


with 1,000,000 cubic feet of gas on drill 


re 
ter test in lime +4/ Ol teet, with 
an ¢ ation « $342 teet ‘ orth 2 
N iW J | ~ ect } D4 hie “al } , 
th offset to the other ¢ eted well 
n the ficld, flowed at rate of 1440 bat 
re l and 2.700.000 « feet of ga 
daily through formation tester f1 mie 
at «=—445¢ 03 ect th ele ation of 
3341 feet wortl \« Vo Se 
f 3 DA. Wy d ng be 37K) 
feet x ‘ Ww +} - * \ roy 
tion 23-24s-36e, f ed at te of 144 
barre ‘ and) =19.000,000) « c teet « 
Ra da n «dr t t t t +i) {) 
leet vith an ele il I $4] ect lV} 
Case part of GOO) ac turns Pure 
Ql ¢ mpat to Vh let eur {or 
par il months ag Pure Oil Con 
pal re one-quarter over-riding 
alty until development cost ire re 
tired ther ll hold a 50-50 working ir 
terest with Phillips Pet ( Compa! 
General Crude Oil Company and Mag 
nolia Petroleum Company’s A. E. Meyer 
4, « lk, Sk Section 22-24s-36e, west of { 
et te Voolworth 4, is reported to have 
gauged 62% barrels of « per hour and 
2,000,000 cubic feet of gas daily on drill 


stem test at 3477-3507 feet, with an eleva 
tion of 3353 feet First oil saturated 
lime was logged at 3486 feet, and seven 
inch casing was. cemented at 3477 feet 
Stanolind Oil & Gas Company’s A. } 


Meyer 1, SEc NE Sectior 22-24s-36e, and 


a north offset te the discover) well, 


proved to be the largest of the quintet 


of wells now in process of completion, 
70) barrels of 


oil and 4,000,000 cubic feet of gas daily 


Ra 


ha ing flowed at rate of 
on drill stem test at 3471-3514 feet. Sever 
nch casing has Since Dee! cemented at 
$471 feet Toy of the oil pay was re 
ported at 3505 feet with an elevat on ot 
3343 feet, and top of the first lime marke 
it 2970 feet 
Humble Oil & Refining Compar 

Ik Cooper 1, C NW NI ( 
$6¢, and about one half 


nearest production, was cori! 


4400) leet, with an ele itor ( 3352 leet 
alter experiencing a gas blowout at 30 
feet. This company is also to try for 
24% mile north extension for the field it 
drilling Coats 1,C NW NI ection 10 
24s-SMe, having installed rig to make an 
immediate test 

Territory about two mil southeast 
and midway between the Cooper and 
North Jal fields is being « plored | i 
semi-wildcat, The Texas Company’s ] 
BB Opg 1. ¢ SW NIJ Section 35-24s8-3h« 
The latter has cemented 12!4-inch casing 
il 1045 cot and i chedi led 1 re I! c 
drilling late last week 

pe anent pipe line connection and a 

gher prorat Wowabhle ire now re 
quired | the ¢ er area since it ha 





The orig 


rig 
i) 


individual wells 


capacity of 
nal pair of oil producers held on a 
50 basis by General Crude Oil Company 
Petroleum 


and Magnolia Company are 


prorated to 189 barrels daily each, and 
the oil is delivered to the Texas Pipe 
Line Company in the Jal field through 


converted four-inch gas line original 


built to supply fuel in drilling the first 


well 


Two oil producers for the Eunice fic 


and one for the Jal district were cor 


pleted during the past week by Contine: 


tal Oil Company and The Califor: 
Company, joint operators In the fa 
area, M. F. Sholes 1-A, C SW SE See 
tion 13-25s-36e, gauged 70 barrels hourl 


th gas flow rated at 1,200,000 cul 


feet daily, from saturated lime at 32% 


3310 feet It has an elevation of 314 
feet In the Eunice field, State 1- 
} Section 20-21s-36e, gauged 


hour and 1,500,000 cul 


feet of gas daily after treating saturat 
lime at 3950 lect with acid State Z- 
C SW NW Section 20-21s-36e, flows 
100 barrels hourly with a slightly bett 
gas yield after acid treatment at 3950 
feet. Both wells flowed heads pri 
being treated with 1000 gallons « 


Wyoming Black Oil Fields 


Have Increased 


Cody, Wyo.—One new test started, and 


one well shut in as a near completion ji: 
1930 resumed operation in the black oi 
fields of 


northern Wyor There are 
now 10 tests drilling, th 





gest numbers 

under way since four years age 
Paul Stock is spudding Government 2 
SW SI NE Section 2 In-100w, in 


Oregon Basin field, near here. Test is an 

offset to his Government 1. S] 

Section 29, which wa 
for 456 irrels initial production be 

tween 3595-3636 feet 

In the field, the 


leum Company is preparing t 


Pe tre 
drill inte 


same Leonard 
the Embar formation in Government 3. 
SW SE NW Section 33-51n-100w, which 


was shut down in 1930 at 3527 feet be 





che Ca olution 

Kepe llo Q)) ( ompany av “ Mi x 1¢ 

ibsidiary of the sinclair Prairie O 
( oF pany has added to 1s Cast pre te 
tion in the North Jal field purcha 
ne iro. Lil] Hanagan et al the lease on 
the ! , \\ 4 and Sk ‘ , Sectlo! 
12-2 a tor $40,000 cas} and S50 000 
payable tron productior This 120-aecr 
portion of the 7 M. Conditt tract wa 
original] farmed out | }? re Ol €, 
Ja 

e 7. 

Activit 

CULV! y 
tore completion, because of the harp fall 


n demand for black oil 


In the 


Oregon Basin field, the Dry Creek Oj] ¢ 


south fault block area of the 


Gas Company is drilling a south exter 
on test tor light oil. It is Go 
l, NE SW 
be the first 


vernment 


section 9-50n-100w, and will 


Oregon Basin well to test 


the Frontier formation for green oil pr 


duction 


1200 feet 


Objective is expected at arour 


and test is drilling at 800 feet 
Argo Oil Company’s Ellen 10, SF 


AT\A 


VW Section 14-44n-9Rw 


making the 


has prospects « 


largest completion to dat 
field, Hot Spring 


swabbing at the rate « 


Hamilton Dom« 

Well is 
700 barrels daily, awaiting pumping equiy 
ment. It is believed that the well w 


in the 


County 


1 
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make 500 barrels daily on settled produc- 
tion. It producing zone, 
the Embar, between 2676-93 feet. Well is 
an offset to the Columbus Oil Company’s 
State Oil 


encountered the 


1, and the Empire Com 
pany’s Republic 4 
Val M. Kirk is starting a 
the Frannie oil field, Park 
y - SW SW Section 24-58n 
100 


Company's Government 6, NW 


new test in 
Kirk 
9kw, which 


Stanolind Oj: 


County, 
is spudding at feet 
& Gas 
Section 25-58n-9%w, is drilling at 
feet 
the Byron Com 
pany and Sidney H 
1 Lot 59. SE SE Section 25-56n-97w, has 
drilled 2855 


is making new hole below 2900 feet 


field, Taylor Oil 

Keoughan’s Hoskins 
shoe at feet, and 
Well 
tools 


that 


up casing 


was drilled to 2855 feet with cable 


and 10-inch casing was cemented at 


depth 


which operators decided to 
The 10-inch 

pipe was pulled and wall of hole mudded 
rotary d Ohio Oil 
nion 2, SE NE Sec 
3144 
twin 
lDdome Big 


has 


alter 


change to rotary equipment 


preparatory to rilling 
Company’s Byron-l| 


tion 22-56n 97 w, 1 ihhi g at reet 
Dome fie ld 
Byron 


Garland Oil 


In the Garland struc 


ture adjoining the 


He rn 


two tests under 


( ounty, Company 


way. Government Z, cen 


line of the NI 


of the south 


Section 14-56n-9%w, has erected steel der 
rick and 1s 
resume drilling from 60 feet 


the 20-inch 
udded 


rigged up with cable tools to 
where it set 
conductor pi 


with machine. Con 


ing in material for Pearson 1, WY% SE 
NW Section 10-56n-98%w 
Peter 


Evanoff and associates are await 


ing approval of the federal government 
to spud Griffin 1, Lot 52, Section 28-55n- 
97w, in the field. The 


on privately owned land within the unit 


Byron location 1s 


ization area, and Kvanoff is not party to 


the unitization agreement Kinney-Coastal 
Oil Company is likewise awaiting permis 
Ses 


from the government to start 


NE NM 


sion 
sions 1, NI Section 32-56n-97w 
Fremont County 

Tropic Oil 
W Section 34-27n 
field, 


lost 


Rawlins, Wyo Company’s 


Government 1, C SE S 
Q)w, in the Lost 
fished 
and is running production casing to bot 
drilled to the top of the 
1900 feet and i: 
Sinclair-Wyoming Oil Com 

4 SW SW NE 


Dome 


Soldier kremont 


County, has out underreamer 


tom Test has 
Dakota 
oil and gas 


sand at showing 


panys Wertz Section 


7-26n-#9w, in the Wertz gas field, 
Little Lost 


3550 feet with the 6! 


Soldier district, is drilling at 
inch string cement- 
ed at 3377 feet 
Osage Field 
Wyo.—Three 
started in the Osage 
Osage Oil Trust 
the SW Section 18-461 
is spudding Fee 3, 
of the NW NW 


Corporation has rig up for an 


new tests were 
field thi 
is moving iora 
Lew 


of the we 
on 63w 


Osage, 

weck 
well in 
Fletcher 
center t line 
Ractins 


Con 


way Ol 


Active Development of 
Clay Basin Is Started 


Mountain 


Kuel Com 


Ohio 


Vernal, Utal 


pany, gas operating subsidiary of 


has 


Clay 


veloy 


active de | 


field 
Company has spudded and 


Oil Company started 


ment of the Basin Daggett 
County, Utah 
around the 
Murphy 2 


of the SI 


is waiting on cement to set 


15'4-inch casing at 200 feet in 
center of the south line 
Section 21-3n-24 Well is being 


to develop a greater gas resery 


Public Service Company 


Western 
Lake City gas sy 

The Clay Basin field 
Mountain 


1A 
West 


stem 

located 20 mil 
Fuel Supply 
Hiawa 


14 mile 


Company's main 16 


west of ’s gathe 
ing lines in the 


field 
Pip 


tram [Dome and southwest 


of Unita Line 


nch carrier connecting the gas fields of 


southwestern Wyoming with the Salt 
Lake City system 
Producers & Refiners 
drilled the discovery well on the Clay 
structure in 1927. The well No. 2 
Government, SE NW Section 22-34n-24e, 
was completed at 5442 feet for an initial 


production of 3,276,000 cubic gas 


(orporation 


/ 
ASIN 


feet of 


A Gulf Publishing Company Publication 


It logged the first sand in the Frontier 
between 5373-5375 
mated 2,000,000 
cased off 


encountered the 


and had an esti 


feet 


cubic foot flow, which 


was with 4%-inch string, and 
second flow in the second 
5412 feet. Well has been 
lack of market 
1, drilled in 1925, 


difficulties 


frontier at 5395 


shut in since for Com 


pany’s Government lost 


hole 


WaS neve! 


and 


Hilliard 


mechanical 


through the 


through 
carried 
shale 

Murphy 2 will start approximately 1000 
Hilliard and has 
objective the Dakota 
sands. The P&R well logged the Hilliard 
to 5333 fect. The Clay Basin field is an 
elongated anticlinal fold, 


length and four miles in width, with sey 


feet below the top of the 


for it frontier and 


eight miles in 


eral hundred feet of closure. The axis of 


lies in an east-west direc 
tion, roughly parallel to the Unita thrust 
throw of 3,000 feet, 
and brings the pre-Cambrian rocks into 
Hilliard shale or Upper 
The folding is genetical 


ly related to the thrust faulting 


the structure 
which has a 


fault, 


contact with the 


Cretaceous age 


19 4ln 
NW NW 


resuming 


extension test in the NW 
6lw. Peckham et al’s Osage 1, 
NW 19-46n-64w, is 
drilling at a shallow depth 


Utah Wildcat Strikes 
Wet Gas at 2530 Feet 

Salt Lake City, Utah—Ramsey Pe 
troleum Corporation’s Weightman 1] 
NE SW 18-26s-7e, S. L. M 
Last Chance Creek Anticline, Emery 
central Utah, has struck 
at 2530 feet, and at 
50,000 


section 


Section 


Section : 
County, east 
rich four 
feet in the 
feet 


This te 


wet va 
and produced cubic 
a block 
acres, has passed 
hinle for 
feet of 

After 
lormation at 
been making 100 


t, which is located on 
44,000 


feet of cave ( 


ting of 
300 
(Triassic) 
(Lower 


consi 
through 
mation and 150 
M oenkoopi ‘Triassic) 
passing out of a cave) 
2120 feet the 

/ 


feet per day 
2590 feet arrying ight 


drilling at 
inch 
casing 
Well i 
Wet a 
first of the 


objective 
makes the 
look 


nearing the first 
found at 2530 feet 
four oil 


obi ctive 


good 


LaBarge District 
Kemmerer, Wyo.—Thre« 
der way in the LaBarg« 


tests are ur! 
district, western 
Senrab Oil Company this week 
Government 3, NY SE NW 
10-26n-113w. Calimonica Petro 
leum Company’s 17-2, NW NW NE Sec 
tion 17-27n-113w, is drilling at 1070 feet 
In the Dry Pinney field, Pinney-LaBarge 
Oil Company’s 2, Lot 18-28n 
1l3w, is drilling below 200 


Wyoming 
spudded 
Section 


section 


leet 


Rocky Mountain States 
Completions 


MONTANA 


Company, We and lLocatior Depth 


GLACIER COUNTY ( 
Texas Co., Hinkle 4, se ne 
PONDERA COUNTY 
Barmac Producing Ce B 


csWw w I-3lt w 


WYOMING 
FREMONT COUNTY 
Kinney-Coastal Oil Ce () 
W eel 1, csw ne 22-3n-lw 
COLORADO 
PARK COUNTY 
South Park Oil & Gas Ce 


€ e nw 9s-76w 


NEW MEXICO 

LEA COUNTY (Eunice 
Continental Oil Co., State 1-4 

mw Sec. 20-21s8-36e 

LEA COUNTY (Hobbs Freld) 
Rep llo Oi Co., W Db. Grime 

5 

LEA COUNTY (al Field) 
Continental-California es. M 

Sholes 1A, swe se Sec 

jhe 


Field) 


tlunked; {Million 


*Failures; 

















Montcalm County 


Daily Crude Oil 
Montcalm 
Section a 


Mt. Pleasant, Mich 
‘ompany’s Christensen 3, 
Home 
1orth offset to a Traverse lime oil pro- 
will make a 20- to 50- 
treatment. 
into 


vunty, township, 
lucer, probably 
after acid 
drilled originally 


barrel pumper 
Che test 
the Traverse 
oil and gas and water. It was plugged 
back to 3119 feet and treated with 1000 


when 
lime at 3130 feet showed 


gallons of acid. 

On the first test 
flowed 50 barrels, the first hour, oil and 
Operators 


after treatment it 


water, following swabbing 


believed water would exhaust itself 


Fell Speaks to 
Michigan Operators 
Mich.—H. B. Fell, ex- 


president of the Inde- 
Association of 
America, made a tour in 
Michigan this week. Monday noon, Au- 
gust 13, he addressed the Saginaw Oil 
Men’s Club and Monday evening ad- 
dressed the Oil and 
Association of Michigan at Mt 


Mt. Plesant, 
vice 
Petroleum 


ecutive 
pendent 
three-day 


Producers 
Pleas- 


Gas 


ant. 
August 14 he conferred Con- 
gressman Carl Mapes of Grand Rapids, 


with 


Mich., a member of the special Inter- 
state Commerce Commission Commit- 
tee investigating oil conditions. 

Fell declared imported oil amounted 
to 80,000 barrels a day more in June 
than the amount set under the code 
and that this condition is reaching pro- 
portions as grave as hot oil. 

“Michigan, is now one of the larg- 
est oil producing states in the Union 
outside of Texas, Oklahoma and Cali- 
fornia,” he said. “It has a greater pro- 
portion of independent operators than 
any other oil state,” he added. 


Explosion Follows 
Line Tapping Attempt 


Kansas City, Kansas.—Authorities dis- 
covered an apparent plan to tap the main 
line of the Great Lakes Pipe Line Com- 
pany following an explosion two miles 
west of here on Saturday, August 11. The 
a tunnel that led from a 
small shed to the line. The line had been 
tapped, and a connection made but pipe 
for an outlet had not been connected al- 
though it was found in the tunnel. The 
company has had several cases of line 
tapping during its relatively short exist- 


blast was in 


ence. 


Ogemaw District Gains 
Attention in Michigan 


Mt. Pleasant, Mich—Renewed interest 
in the Ogemaw district appeared likely 
this week with the first major Dunde: 
horizon completion and an oil and gas 
showing from the same formation on a 
wildcat test in Mills township. 

T. F. Caldwell’s Fair Grounds 1, Oge- 
maw County, West Branch township, NW 
SE Section 19, showed oil and gas ir 
Dundee lime from 2745 feet 
treated with acid. Following treatment 
test flowed 20 barrels and then pumped 
254 barrels the first 24 hours 


and was 


Previously Dundee completions in th 
Ogemaw area had showed for less than 
100 barrels initials after treatment and 
averaged under 50 barrels as 
Failure of the Traverse formations to 
show uniformity and an apparent light 
producing Dundee structure has resulted 
in’ virtual standstill of new operations in 


pumpers 


the district. 

A second development that added to in- 
terest of operators in Ogemaw County 
was a showing of gas and oil in C. A 
Perry’s Wobig Heirs 1, Mills township, 
SW SW NE Section 6. Test chalked 
Dundee top at 2457 feet and showed gas 
and oil at 2475 feet. It was shut down 
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for testing at 2567 feet, 110 feet in the 
lime. 

Rex Oil & Gas Company has abandoned 
Johnson 1, Montcalm County, Home 
township, NW NE NE Section 17, a 2% 
mile southwest extension test from 
duction in same township from Traverse 


pro- 


horizons. Johnson 1 was abandoned as a 
3601 feet, failing to get pro- 
either the Dun- 


failure at 
duction in Traverse or 
dee stratas. 

Of the 


Michigan for the week all were in estab- 


seven other completions in 
lished areas with the exception of W. C. 
Sowell’s Kohler-McKay 1, Lapeer County, 
Oregon township, Section 4, completed in 
the Berea sand for two barrels a day. It 
marked the fourth 
Berea in Oregon township. 


completion in the 


Init. Prod 


Company, Well and Location Bbls. Depth 


MIDLAND COUNTY 

Columbia & Gordon, Hale 
twp, se sw sw sec 

Pure Oil Co., Kleinhams 
twp, Sw sw ne sec 2U 
Huff 2, Porter twp, se se 
Naramore 9, 
sec 16 
OGEMAW COUNTY 

. F. Caldwell, Fair Grounds 1, West 
Branch twp, nw se sec 19.. 

Cook iB 
Branch twp, se se nw sec 2 
LAPEER COUNTY 

W C. Sowell, Kohler McKay 
gon twp, Sw ne sw sec 
MONTCALM COUNTY 

Rex Oil Co., Johnson 1, Home twp, 
nw ne ne sec 17 
ISABELLA COUNTY 

|. V. Wicklund, Flood 1, 
twp, nw ne sw sec 15 

Park Oil Co., Russell 1, 
nw ne nw se 


Porter 
Porter 


Porter twp, sw 


Thompson Bros., West 


Vernon 


Vernon twp, 


* 3843 


Failures; tJunked; {Million cu. ft. gas. 


a. 


<a ; 
i ae 


» hs 
a 
tF 


. 
<< 


AL 


- 





=_— 


NORTHWESTERN OHIO 


Init. Prod. 
Bbls. Depth 


Company, Well and Location 


Eastern Fields Completions 


INDIANA 


Init. Prod 
Bbls. Depth 





Company, Well and Location 





HANCOCK COUNTY— 
Carey Oil Co., J. Dillinger 1 


WYANDOT COUNTY 
Wood & Co., 


Edward Orton 1 
CENTRAL OHIO 
ATHENS COUNTY— 
Ohio Fuel Gas Co., Alden A. Buck 1 
GUERNSEY COUNTY— 
J. T. Roach, E. L. Frame 2 ... 
Gordon Oil Co., H. & P. Scott 2.. 
Kenova Oil & Gas Co., J. N. Fowler 
4. 
GALLIA COUNTY 
Ohio Fuel Gas Co., C. C 
HOLMES COUNTY— 
Ohio Fuel Gas Co., E. Butler 1 
LICKING COUNTY— 
Blue Rock Oil Co., Walter 
MEDINA COUNTY 
Ohio Fuel Gas Co., Buchannan 1.. 
MEIGS COUNTY— 
Rutland Gas Co., L. M. 
RICHLAND COUNTY 
Ohio Fuel Gas Co., I. C. 
MEDINA COUNTY— 
Edson & Co., Sam Hartman 2 
STARK COUNTY— 
East Ohio Gas Co., H. 
James Boren 1 
3rendel Producing Co., 
TUSCARAWAS COUNTY 
James Upham, Alf. Ehlers 1 
KNOX COUNTY— 
Upham Gas Co., Sam V. 
WAYNE COUNTY— 
Harmon & George, H. 


ILLINOIS 


MONROE COUNTY— 
Collins & Co., Stella Tansey 

ST. CLAIR COUNTY— 
Stolberg Oil Co., Geo. Stoleberg 


First 2 


Hoyt 3 


Haley 


Ward 1 


. Thomas 1 


Baker 1.. 


Hagerman 


Logan County, Kentucky, Wildcat Drilling 


A Gulf Publishing Company Publication 


GIBSON COUNTY- 
Big Four Oil & Gas, A. Atkinson 150 
P. E. Hill, Rena Pumphrey 1 
PIKE COUNTY— — 
Indiana SW. O. & Gas, N 
Thomas 1. .... hen 
SULLIVAN COUNTY 
M. V. Yeager, Link A Morris 1 


SOUTHEASTERN OHIO 
JEFFERSON COUNTY— 
Allamont Oil Co., Elmer 
MONROE COUNTY- 
Ray Lynn & Co., P. W. Eddington 2 
Hines Bros., Hines 5 
Robert Lewis, E. F 
MORGAN— 
Mosier & Co., Chas 
WASHINGTON— 


Bowman Bros., 


2 


Hardy 3 


gros. 5§ 


Flahaus 1 
Yarnell 28.... 


Emma Bowman 103 
WEST VIRGINIA 

CABELL COUNTY— 

John J. Porter, West Virginia Gas 
Ca. 2 x 
JACKSON COUNTY — 

W. L. Kelly, H. F. Parson & Co. 
PLEASANTS COUNTY— 

Tate & Patterson, D. M. Dye 1.... 
ROANE COUNTY~ 

Henderson Oil Co., E. S. 
RITCHIE COUNTY— 

Riggs, Pike Oil Trust 2 

Lambert, South Penn Oil Co. 15.... 

Litten, Lewis-Litten Gas Co. 


KENTUCKY 
OHIO COUNTY — 
Peckenpaugh, Snowden-McSweeney 5 125 
Sid Lancaster, Cumberland 
. - eee 
J. W. O'Dell, W. E. Hupp & Co. 6 100 
Jasper Roberts, Stewart & Gealy 2.. 150 
G. H. Roberts, Stewart & Gealy 4.. 20 
HANCOCK COUNTY- 
Bailey, W. E. Hupp & Co. 2 
Preston Matthews, Joseph B. Mayer 


ee 


Petro- 


*Failures; tJunked; {Million cu. ft. gas. 


Kentucky 

Bowling Green, Ky.—E. C. Harvey and 
associates were drilling below 570 feet in 
Pondy London 1, near the southernmost 
point of the 206-acre tract in noftheast- 
ern Logan County, Kentucky. Nearest 
production is in Warren County, 12 or 14 
miles to the southeast. Contract depth is 
1500 feet or Coniferous sand which is ex- 
pected around 1320 feet. The test is lo- 
cated midway between two dry holes that 
had nice showings of oil but not in com- 
mercial quantities. One of these is two 
miles to the northeast and the other two 
miles to the southwest. Operators will 
test shallow sands expected at approxi- 
mately 800 feet. The structure is a south- 
east plunging nose checked by Donald E. 
Couty of Dallas for Harvey et al who 
originally blocked approximately 4000 
acres around the test. Wareham Brothers 
of Bowling Green have the drilling con- 
tract. 








































































































KANSAS 
R COUNTY—Lario et al’s Whelan 


1, cnw 32-3ls-llw, swab 72 bbls fluid mostly 
oil first hr, flowed 41 bbls water 2nd hr, swab 
34 bbls water % hr, pb to 4380 ft. I. T. I. O. 
al’s Ge ge 1, cse w 12-33s-10w, dr 4225 ft 
BARTON COUNTY Atlantic Oil Produ 
tion Co.’s Straub 1, cse nw 36-18s-llw, set 

n csge 328 t, so 3294-96 ft, td 3313 ft, swab 
2 bbls per hr, sw, pb to 3310 ft, 1000 gals acid, 
no test. Harris Haun & J. Brouk’s Dietz 1, se 
se se 21-16s-15w, set 10-in csg 2475 ft, co. At 
lantic Oil Co.’s Vaniman 1, cse ne 15-20s-l2w, 
rur. Gypsy, Atlantic & Shell’s Batchman 1, 
csw ne 18-20s-llw, set 20-in csg 122 ft, dr 540 
ft. National Refining’s Ingersoll 1, cne ne 2 
19s-13w, set 10-in csg 1836 ft, dr 1920 ft. Mur- 
phin & Downing’s Lanterman 1, nw se 15-19s- 
liw, rig and timbers 

CLAY COUNTY—Seidel Brothers’ Younker 
1, cs% se nw 21-9s-4e, sd 

COWLEY COUNTY—Roth & Farrout’s Fox 
1, se sw 35-30s-7e, dr 2720 ft. National Refin 
ing’s Robinson 1, ne se ne 11-34s-4e, fsg 1738 
ft. Ostat et al’s Eckhardt 1, se se nw 5-35s-6e, 
spud and sd. Wakefield’s Weigle 1, se se 6- 
329-6e, br 

DICKINSON COUNTY—Dutch Oil Co.'s 
Phillips 1, cne nw 15-15s-le, sw 1940 ft, hfw 
2000 ft, set 8-in csg 2000 ft, sd 2300 ft 

ELLSWORTH COUNTY — Elwell et al’s 
Campbell 1, sw cor 20-17s-7w, td 1120 ft, run- 
ning 12-in csg. 

GREENWOOD COUNTY—Greeley et al’s 
Salter 1, sw se sw 28-25s-l2e, sd 

HARPER COUNTY—Wood Brothers’ An 
thony 1, csw sw 17-3ls-9w, set 8-in csg 4516 
ft, td 4521 ft, to rust 

HARVEY COUNTY—Hollow et al’s Swaf- 
ford 1, nw ne nw 8-22s-lw, fsge 2468 ft. 

KINGMAN COUNTY — W. C. McBride’s 
Wooleridge 1, nw ne 16-27s-7w, hiw 2616 ft, 
set 10-in csg 2625 ft, dr 2730 ft 

McPHERSON COUNTY—Palmer & Phil- 
lips’ Moddelmog 1, ne ne nw 8-2l1s-lw, set 20- 
in csg 40 ft, dr 695 ft, to pb. Marileen O&G 
Co. & Goering Brothers’ Decker 1, nw se 20 
18s-lw, sw 2365 ft, fse 2600 ft. Stark & Wells 
Smith 1, nw cor 13-19s-3w, Ien 

NEMAHA COUNTY—Rose Oil et al’s Pen 
well 1, ne nw se ne 16-3s-3e, (owdd) old td 1720 
ft, ru and sd 

RENO COUNTY Sinclair Prairie Oil Co.’s 
Shepherd 1, se nw 22-26s-9w, sd 4469 ft. L. H. 
Wentz Metcalf 1, se ne sw 2-24s7w, td 3530 
ft, ur 6-in csg. Hartman Oil Co. et al’s Stone 
1, cnw nw 15-24s-4w, set 15-in csg 276 ft, wocs. 
F. H. Unruh’s Joseph 1-A, (Ilcn unknown) 18 


5s4e 


RICE COUNTY Langston et al’s Markle 


1, ne ne sw 1-20s-9w, sd. Robertson et al’s 
Tohnson 1, nw sw 22-19s-8w, sd 2850 ft. Deitrick 
et ’s Fitzpatrick 1, cne ne 30-21s-8w, sso 2830 


ft, running 6-in csg. Elwell et al’s Porter 1, ne 
mw 5-18s-7w, set 12-in csg 1120 ft, fsg@ 1405 ft. 
Gypsy Oil Co.’s Gibson 1, sw nw ne 4-21s-10w, 
set 8-in csg 115 ft, dr 1392 ft. Darby et al’s 
Taylor 1, nw se sw 25-19s-8w, set 15-in csg 


20 ft. Yingling et al’s Maupin 1, 


275 ft, dr 12 
mw sw sw 1-18s-8w, ru and sd 

ROOKS COUNTY—Ashby et al’s Doughty 
1, csw sw 15-83-:19w, hfw at 2815 ft, set 6-in 
csg 2823 ft, Phillips Petroleum 
Corp.’s Depita 1, csw sw 31-8s-17w, so 3361-72 


dr 2958 ft 


ft, conglomerate 338 ft, td 3419 ft, 1900 ft 
oih, preparing to swab 

RUSSELL COUNTY—Lario Oil & Gas Co.’s 
Neidenthal 1, nec 23-14s-15w, set 8-in csg 2435 
ft, dr 2475 ft. Eldorado Refining Co.’s Strat- 


man 1, sw se se 32-14s-llw, lIcn 

SEDGWICK COUNTY—tTrees Oil Co. & 
Derby Oil Co. et al’s McMinn 1, nw sw ne 
36-26s-le, dr 2283 ft. Sovereign Oil Co.’s Nich- 


ols 1, c nw se 20-25s-lw, td 2800 ft, ur 5-in 
csg. Jone Kirk et al’s McQuillan 1, ne nw 
ne 21-29s2w, dr 5 ft. Cromwell-Lewis Ham- 


mond 1, sw nw 23-27s-2w, (owdd) co to 400 ft 





Drilling Reports on Important Wildeats 


ABBREVIATIONS 


[The following abbreviations, signs, etc., 
are used in completion and wildcat reports 
in Tue Orr WEEKLY. 


* dry hole rban owdd old well 
doned well. | irilling deeper. | 
3 salt water (com- | owpb old well plug- 


pletions) | ying back. 
t —junked and aban- | pb plugged back or 

doned | plugging back. 
q million feet of r reaming 

gas. rog rig on the 
abd abandoned. ground. | 
bbls barrels. rur rigging up ro- 
br —building rig. tary tools. 
b.s. —basic sediment. | rust rigging «p | 
csg —casing. standard tools. | 
co —cleaning out. sd shut down. | 


dd —drilling deeper. | sdtr sidetracking. 


dk —derrick. sz show gas. 
dr drilling. si shut in. 
fsg fishing. so show oil. 
ft —feet. so & gg —show oil 
hfw hole full of and gas. 
water. spd —spudding. 
in inches sr straight ream- 
‘cn location. ing. 
m milling sw —salt water. 
mim moving initd total depth. 
materials. ur underreaming. 
mit moving in| wih water in the 
tools. hole 
mot milling on|wo workover. 
tools. wocs waiting on 
n, s, ¢, w, —north, cement to set. 
south, east, west. | wosr —waiting on 





oih ou in hole. standard rig. 





SUMMER COUNTY—Morgan & Flynn's 
Mercer 1, nw ne nw 36-32s1w, td 3710 ft, ur 
6-in csg. Wentz & Continental’s Small 1, nw sw 
5-33s-4w, dr 1795 ft. 

TREGO COUNTY—Alma Petroleum Co. et 
al’s Rhodes Estate 1, csw sw 14-11s-23w, pb to 
3605 ft, swabbed 30 bbls oil and 120 bbls water 
24 hrs, may acidize. Mid-Kansas Oil Co.’s Kline 
l, sw se 19-14s-24w, dr 1910 ft 


OKLAHOMA 


ALFALFA COUNTY—Tex-O-Kan Develop- 
ment’s Acre 1, csw ne 14-24n-llw (owdd) sd. 

ATOKA COUNTY—L. A. Fitts’ Blankenship 
1, ne nw 19-3s-10e, sd 651 ft. Malernee et al’s 
Greenville National Bank 1, nw se 36-2s-13e, 
«i 2150 ft. Brookshire et al’s Rowland 1, nw 
ne ne 18-3s-10e, sd 3697 ft, T. C. Ramler et al’s 
William Roberts 1, sw se sw 6-2s-12e, dr 600 ft. 
T. A. Edgerly’s Donham 1, se nw 26-1n-15e, 
machine rigged up and sd. 

BECKHAM COUNTY—Price & Watchorn’s 
Heard 1, ne sw 17-8n-26w, sg 1745-50 ft, dr 
1870 ft. 

CADDO COUNTY—Denver P&R’s Noe 1, 
nw sw sw 34-10n-10w, sd. 

CARTER COUNTY—Hudson & Poland’s 
Sullivan 1, ne se 5-5s-lw, td 3982 ft, running 
8-in csg. George Pace et al’s M. Jack, ne nw 
nw 10-4s-4w, sd. Daphine Oil Co.’s Hooks 1, 
se nw nw se 5-ls-2w, sd 1350 ft. McHenry et 
al’s Ratliff 1-A, nw sw 28-1s-2w, pumped 7 bbls 
6% hrs, sd. Carter Oil Co.’s Bonner 1, sw se 
se 19-3s-2w, Icn. 

CLEVELAND COUNTY —Phillips Petro- 
leum Co. et al’s Community-Baker 1, cse nw 
11-9n-2w, fsge 7432 ft. Mid-Continent Oil et al’s 
Griffin 1, ne sw 35-10n-lw, Ien. Anderson-Kerr 
et al’s Wilson 1, nw se 27-10n-le, Icn. 

COAL COUNTY-—J. D. Petty Oil Co.’s Me- 
Millan 1, sw nw ne 16-1s-8e, dr 100 ft. 

COMANCHE COUNTY—F. F. Stevens’ 
Green 1, se sw 2-In-l3w, dr 1210 ft. Heiden- 
Taylor’s Crutcher 2, c nw 11-1n-12w, dr 668 ft. 

GRADY COUNTY—Western Oil, Inc., Car- 
ter 1, nw ne se 32-3n-7w, cored 3232-40 ft, 
reaming hole 

HARPER COUNTY-—Sinclair Prairie’s Neff 
1, nw se 21-26n-24w, sd 265 ft. 

HUGHES COUNTY—Olympic Oil Co.’s Mc- 
Caslin 1-A, se nw nw 12-9n-8e, flowed 157 bbls 













8 hrs, est 1 bbl water per hr Smith et 
Farmer 1, ne nw 32-5n-9e, dr 690 ft. Turner 
al’s Williams 1, sw sw sw 35-7n-10e, rig 
JACKSON COUNTY—Gypsy Oil Co.’s 1-A 
(twin), ne ne ne 10-1n-20w, rigged up and 
jen Russell's Butler 1, nw se 30-I1n-22w, 
1840 ft. Gypsy Oil Co.’s Stokes 1, se nw 
1l-I1n-20w, td 209 ft, rumning csg 

KAY COUNTY—Carter Oil Co.'s Cline 
se sw se 16-28n-5e, set 10-in csg 1830 ft, 
8-in csg 2600 ft, dr 2690 ft. Helmerich-Payr 
Crouse 1, cne sw 29-25n-lw, moving in machir 

KINGFISHER COUNTY—Jadeka Devel 
ment Co.’s Frakes 1 csw ne sw 16-15n-6w, 

LATIMER COUNTY—Leflore Gas & Ele 
tric Co.’s James 1, cwl se sw sw 11-61 
2le, Icn. 

LEFLORE COUNTY—East Oklahoma O&G 
Co.’s Metcalf 1, sw c 2-4n-26e, sd 

LINCOLN COUNTY—L. G. Hulse’s Sloan 
1, sw nw se 19-17n-3e, sd 885 ft. The Texas 
Co.’s Gessman 1, se ne 33-14n-4e, ripped pipe 
3025, bailed down and no show, cemented pipe 


with 800 sacks and will shoot off pipe. Mid- 


Continental Co.’s Bolby 1, cse sw 27-12n-2e, 
2720 ft. 

LOGAN COUNTY—W. N. Anthony’s Fruin- 
Eckman 1, se sw 4-l6n-le, sd. Gypsy Oil & 
Sinclair Prairie’s Manning 1, cnw nw 3-17n-4w, 
dr 1990 ft. 

MARSHALL COUNTY—Nunn & Stinnett, 
Lindecker 1, nw cor 7-8s-6e, so 504 ft, dr 605 ft 

McCLAIN COUNTY—Denver P&R’s New 
born 1, cse sw 22-5n-le, lost 1000 ft of drill 
pipe in hole, D&A. Benedum & Trees’ James 1, 
se nw sw 10-5n-3e, Icn. 

MURRAY COUNTY—T. E. Revels et al’s 
Wolfe 1, nec 18-I1n-2e, dr 2600 ft. Gilcrease 
Oil Co.’s Brown 1, swe 26-In-2e, td 1742 ft, 
reaming hole to fsg. Ed Galt et al’s Aetna Life 
Insurance 1, se nw nw nw 14-2s-3e, dr 148 ft 

NOBLE COUNTY—Magnolia Oijl Co.'s 
Crawford 1, se nw 27-21n-2e, sd 4703 ft. Conti- 
nental Oil Co. et al’s Bennett 1, se nw 19-2In- 
lw, pb to 5078 ft, td 5232 ft, pb to 5074 ft, 
bailer water per hr and sso. Vaughn Develop- 
ment Co.’s Loula 1, ne se sw 16-22n-le, dr 
3260 ft. 

OKFUSKEE COUNTY — Delton Oil Co.’s 
Fixico 1, se c 7-lin-8e, hfw 4420 ft, D&A 
Carter Oil Co.’s W. H. Dill 1, cnw se 2-1n-8e, 
flow est 60 or 75 bbls in 1 hr, building tanks 

OKLAHOMA COUNTY—Gypsy Oil Co. et 
al’s Community-Grant 1, cse nw 27-13n-4w, test 
ed dry, D&A. 

OSAGE COUNTY—Enmpire Oil & Refining 
Co.’s 1, se ne 3-25n-3e, pb to 2545 ft, cement 
8-in csg. Norbla O8 et al’s 1, se nw 19-25n-7 
machine. 

PITTSBURG COUNTY 
mings 1, nw ne se 29-4n-l4e, fsg 1490 ft 

PONTOTOC COUNTY —Riddle et al 
Barnes 1, se nw se 21-5n-4e, sd for water. Boyle 
et al’s Newborn 1, se ne 31-5n-4e, sd 2240 ft, 
sd. Jarnett Petroleum’s Johnson 1, se nw 28 
4n-4e, sd 1269 ft, sd for water. Gillette & 
Kroeger’s Duver 1, ne se 1-In-6e, dr 501 ft 

POTTAWATOMIE COUNTY-—Stanolind 0 
& G Co. and Amerada Petroleum Co.’s Good- 
man, l, se ne ne 5-10n-4e, lost swab, rust, to 
put on pump. Phillips-Gypsy et al’s Flynn 
ne nw 17-6n-3e, set 8-in csg 4320 ft, dr 4345 ft 

SEMINOLE COUNTY — Wrightsman O 
Co.’s Smith 1, nw se 25-10n-7e, so, g and water 
4478 ft, coring. Moran et al’s Brindle 1, sw 
ne 27-6n-5e, dr 1270 ft. W. D. Grisso et a 
Kenyon 1-A, cne se 24-8n-4e, rig. Harman O 
Co.’s Bowlegs 1, se ne sw 1-7n-7e, td 1655 
pulling pipe. Harris-Haun’s Harjo 1, ne se! 
11-6n-6e (owdd), old td 2935 ft, ripped 6 
esg 2112 ft, flowed 133 bbls, dr 2112 ft. Tate 
& Starbuck’s Heard 1-A, se nw 9-6n-7e, 
660 ft. 

STEPHENS COUNTY—Carter Oil C 
Hilderbrand 1, csw se nw 1-3s-7w, D&A 3003! 
Carter Oil Co.’s T. H. McCasland 1, cnw 
sw 22-ls-4w, rig, waiting on tools 

WASHITA COUNTY Oklahoma Mi 
Western’s Dock 1, swe 21-8n-18w, to run 
8-in csg. 


Arkoma’s 
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CALIFORNIA 
KERN COUNTY 
BLACKWELL’S CORNER 
Beer 1, 17-26-19, bldg rig 
BUENA VISTA HILLS—E. C. Arnold's 
1, 34-31-24, redr 4075 ft, td 4220 ft 
COMANCHE POINT—Comanche Oil Co.’s 
N 1, 15-32-29, sd 4325 ft. Tejon Ridge Oil 
Co.’s No. 1, 23-32-29, dr gray sand 630 ft 
LOST HILLS—Associated Oil Co.’s 
ison 1, 2-26-20, swabbed 3 bbls oil and 25 
s water, plugged to 6850 ft, sd, td 7856 ft 
McFARLAN D—Home Corp.’s Jessup et al 
16-26-27, Icn 
McKITTRICK—Standard Oil Co.’s No. 4 
3( 440 ft, td 3653 ft. Welport (¢ 
No. 105, )- 2! . Oo 19 ft; 
, rig. 
POSO—Associated ‘ortine 1, 
28, rigged uy Ohi il o.’s Br 1 
27-27, Icn 
NO SEMITROPIC S 
Shields 1, 29-25-21, sd 1426 ft 


PIONEER ANTICLINI Fis] 


Amerada 


Pet. 
Corp.’s 


No. 


Wil- 


Lh 


6 


il 
No. 


22, redr 


’ 


Harris 1, 35-11-23, sd 11 ft 
Robt. Foster’s 
1] 


TEMBLOR HILLS 
y. ad 22, dr sandy hale 1 ) 7 
WHEELER RIDGE—Badger Oil 
Tejon 1, 31-1-19, sd 6001 ft 


ft 


KINGS COUNTY 
[rico Oil & Ga Cc 
33-24-22, sd 3717 ft 
5-23, rig 
Carl Weller’s Baby 
ft 
LAK 
39.9 


ALPAUGH 
& Stone 1, 


LARE DIST 
No re 


Gaas ¢ 


TULARE COUNTY 
ALPAUGH Mastodon Oil Co.’ 
1-23, rig 

MADERA COUNTY 
DOS PALOS—Pure Oil ¢ *s Cl 
10-14, dr hale 5810 ft 


SAN JOAQUIN COUNTY 


Milham Exploration  (¢ 
» D&A 5800 ft; Moy 1, 24-3-4 


SANTA BARBARA COUNTY 
CUYAMA VALLEY—Ge 


rRACY 


r ae + 


Leing il 
GOLETA—Shell Oil Ce 
dr shale 2362 ft. Hast 
nds-Campbell 1, 9-4-28, 
LOMPOC—Lompoc Pet 
18-7-34, fsh 297 it 
LOS ALAMOS—Petroleum 
Hancock-Los Alamos l, 31-8 
it 
SISQUOC 
+» Tur 


SAN LUIS OBISPO COUNTY 
CHOLAM E—Willett Oil Ass: Jack 
2260 ft. 

TEMBLOR HILLS 
N 1, 3-32-22, dr hard 


VENTURA COUNTY 
HOPPER CANYON “ommander 
\¢ 6 F, 13-4-19, sd. Oak Ridge 
Moran 3, 1-4-19, dr shale 1030 ft 
LAS POSAS—-Las Posas Pet. ( 
1, 22-3-20, co 7370 ft, to deez 
OJAI—A. N. Macrate’s Cosmon 1, 
ir red shale 5420 ft. Rancho 
Santa Ana-4, 18-4-23, rur 
PIRI—Bolsa Chica Oil C 
4-4-18, td 2497 ft, plugged 2396 ft, co 
Oil Co.’s Holser 1, 14-4-18, r td 945 ft 
RINCON—Woodrow Pet. Corp.’s Woodrow 
5420 ft, td 7615 ft 
SANTA PAULA—J. W. 
4-21, dr shale 2230 ft 
SESPE—H. A. Ivers’ No. 11, 1-4-20, co 1475 
Merchants Pet. Co.’s Cochran 4, 1-4-20, 
redr 900 ft, td 1280 ft. Sullivan & Roberts’ No. 
1, 28-5-19, wocs 7%-in csg 475 ft, td 804 ft. 
Topa Topa Oil Co.’s No. 1, 35-5-19, sd 3030 ft. 
SHIELDS CANYON—tThe Texas Co.’s No. 
128, td 2085 ft in oil sand ll-in csg 
2044 ft. 
SIMI—American Drilling Co.’s No. 1, 6-2-17, 
672 ft. C. L. Anderson’s No. 13, 


Royaltie Service 


15, sd 
Midway Peak Oil 


shale 1381 ft 


Mahan 


7-4-23 


Rancho 


orp.’s Snow 


1, redr 


Mosher’s No. 1, 22- 


wocs 
shale 


A Gulf Publishing Company Publication 





shale 1675 ft. Williamson & Dan- 
aker’s No. 1, 36-3-18, sd 1010 ft. 
SULPHUR MOUNTAIN—Wm. A. 


No. 5, 21-4-22, dr brown shale 2215 ft. 


36-3-18, dr 


Kirk's 


COMBINATION 


GATE 


and 


HECK 
VE 


Wheel 
Locks 
at Any 
Point 
Detail 


MISCELLANEOUS 

FRESNO COUNTY—G & E Dev. Co.’s No. 

36-16-14, rig. Bergman Oil Co.’s Oro Loma 
, 12-12-11, fsg 6006 ft. Russ Oil Synd’s No. 1, 
8-12-11, sd 4020 ft. Western Gulf Oil Co.'s 
5. P. Land Co. 1, 11-17-15, rig 

YOLO COUNTY—Pacific Northern Gas & 
Oil Co.’s No. 1, 23-12-3, sd 6770 ft. 


SOUTHERN CALIFORNIA 

ARTESIA DIST.—Vanco Dev. Ce 
1, 25-3-12, rig 

ATHENS DIST.—Woodward Oil Co.'s 
1, 12-3-14, dr sandy shale 10 ft 

BREA CANYON — Pressel - Perry - Tull’s 
Baird 1, 3-2-9, dr sandy shale 3260 ft, sg 

EAST COYOTE—Cal-Mar Drilling Co.’s 
Arroues 1, 15-3-10, dr hard gray sand 5085 ft 

EAST RICHFIELD—Midrich Drilling Co.'s 
Vejar 1, 26-3-9, dr very hard brown shale 
3020 ft 

FULLERTON—Union Oil Ce 
Heights 1, 22-3-10, dr hard 

HERMOSA 
Bryant 1 


No. 


Fullerton 
‘ sand 5565 ft 
BEACH—Aron H Hover's 
Oklahoma Oil & Gas Co.), 31- 
3-14, dr conglomerate 3( ft 
HUNTINGTON BEACH, on _ Tide 
Black Eagle Oil Co.’s No. 1-B, 
5-11, sd 3987 ft, may redr from 
NEWPORT—Platt & Collins’ No. 1, 
10, dr shale 2062 ft Pioneer 
Banning 3, 29-6-10, co 6452 ft 
SAUGUS—International Oil Dev. C 
ell 1, 34-5-16, dr hard sandy shale 
SURF—W. G. Howard B 
rig. 
VENICE—Cha W 
15, len. 
WEST 
Walker 1, 
SAN 
American 
td Fil it 


(was 


land 
permit 194, 
18 ft 


Drilling —See 
See 


WHITTIER Midfield Oil 
19-2-11, sd 4867 ft 
BERNARDINO COUNTY 
Pet. Co.’s Gapec: 3-1, 18-2 
Gapeo D-1, rur. Carl I 
Davis 1, in Cajon Pass, rig 
SAN DIEGO COUNTY 
Pet. Corp.’s No. 1, 32-18-2, 


San Diego 


shale $450 it 








MONTANA 
NTY—Ralph 


e 6-19n-2w, Crown 


Valves made in cast iron or steel 


for high or low pregsures. Built 


Chamberlai 
Butte 


CASCADE COl 
Heldman 1, « 
structure, dr 12 ft 

FERGUS COUNTY BE. Re 
Woodward 1, se se sv Button Butte 
structure, dr 2821 ft 

GLACIER COUNTY 
Co.’s Brunning 1, csw sw 
ft 


et al’s 


wland’s 


N é 14n-24e, 


sixteen 


SCREW | or 


in sizes from three to 
Producing 


D&A 2787 | inches. FL ANGE, 
LIBERTY COUNTY 1. H. Hamilton | WELDING TYPE. 


Northern 10-37n 
structure, sd 1300 ft, awaiting 


> 
parmac 


1-31n-5w, 


Syndicate’s Farms 1, cne sw 
Se, Flat Coulee 
the completion of a water well 

PETROLEUM COUNTY Smith’s Ne 
1-A, se se 3-13n-26e, dr 1718 ft, 65@-in csg 
1710 ft 

TETON COUNTY—E. K 
Radigan’s Bal 
2340 it 


Valve acts as Gate Valve when 


Guy 
closed, as Swing Check when 


Cheadle, Jr., an 


inger 1, ne se nw 20 


open. 
gruce FE 


Sw, di 


WRITE FOR DETAILED 
INFORMATION 


WHEATLEY 
BROTHERS 


Manufacturers of Pipe Line Supplies 


WYOMING 


COUNTY—Ohio Oil Co.’s Chap 
28-21n-76w, dr 4485 ft. 

CARBON COUNTY Karl W. Reader 
Inc.’s Union Pacific 1, csw sw 19-20n-83w, ur 
4%-in csg to 5230 ft. Ohio Oil Co.’s Sid Mor 
ris 1, nw se 6-20n-77w, dr 2649 ft. 

FREMONT COUNTY—Monogahela Oil Co 
and S. H. Keoughan’s Wisda 1, ne se se 13-28n 
83w, dr 2850 ft. Same operators’ Jones 1, nw 
7-28n-92w, an old well on the Spring Creek 
structure with estimated 2,000,000 cu ft of gas 
plugged off 1045 ft, co to recover production 
for lease purposes for operators Crooks Gap 
test. Mid-American Oil Co.’s Government 1, ne 
sw 4-28n-98w, dr 1250 ft. 

HOT SPRINGS COUNTY—California Ex- 
ploration Co.’s Government 1, ne se ne 12-44n- 
97w, dr 2310 ft, carrying 10-in csg. 

SHERIDAN COUNTY — Sheridan Synd.’s | 
Allison 1-A, sw se 15-55n-85w, dr 1700 ft. 

Weston County—Conway Oil Co.’s Govern- 
ment 1, nw 19-41n-61w, Dewey district, dk up, 
awaiting approval of dr bond to sp. 


ALBANY 


pell 1, cse nw 


TULSA, OKLAHOMA 


WHEATLEY SALES COMPANY 
923 Shell Bldg., Houston, Texas 


Mid-Continent Supply Co., Ft. Worth 


Warehouses: Houston, Kilgore and Conroe 























NEW MEXICO 


CHAVES COUNTY—Roswell Insurance & 
Surety Co.’s Franks 1, ne se 30-11-35, Icn. 

ROOSEVELT COUNTY—Caludell Develop- 
ment Co.’s Wilmes 1, sw se 21-2s-30e, rigged. 

SAN JUAN COUNTY—Aztec Oil Producers 
Inc.’s Test 1, se se 28-30-11, resumed dr with 
hole bottomed at 1490 ft. J. F. Cross’ Test 4, 
22-29-llw, spd. R. C. Oswell & Son’s Test 6, 
se ne 33-30n-11, spd. San Wuan Oil Co.’s Lem- 
ley 1, sw nw 32-20n-llw, sd 1310 ft. Nick 
Spatter’s Test 1, ne sw 32-3ln-llw, resumed dr 
with td 790 ft. W. R. Webb’s Test 1, 31-30-11, 
Ien. Finley & test 1, ne nw 22-29n- 
lle, dr 200 ft. 

SAN MIGUEL COUNTY—Cabra Springs 
Oil & Gas Co.’s Cabra Springs Ranch 1, ne se 
22-12n-22e, dr brown sand 3632 ft. Pioneer Oil 
& Gas Co.’s Thunderbird 1, nw 14-15n-l6e, rust 
3015 ft. Starr-Kennedy Oil Co.'s Adams 3, nw 
25-17-16, ru with new equipment 5100 ft 

SANTA FE COUNTY—Fisher & Wolcott's 
Hill 1, sw 6-10n-6e, Barton Dome, dr 1930 ft. 

VALENCIA COUNTY Western Natural 
Resources Corporation’s De Chavez 2, sw ne 


5-6n-le, resuming 5155 ft 


Johansen 


COLORADO 


BOULDER COUNTY—L. R 
1, nw nw ne 33-i1n-70w, dr shale 815 ft. 

CURRY COUNTY - Geo. Schoonmaker’s 
Hart 1, ne se 13-2n-3le, spd and sd. 

GRAND COUNTY—Colorado Oil 
Co.’s Linke 1, ne sw sw 13-In-77w, ur 
esg 1180 ft, so 1058-88 ft 

LARIMER COUNTY—Eastman & Deinin- 
gera’s Cement 1, ne se nw 30-5n-69w, sd 520 ft 

PARK COUNTY Park Oil Co.’s 
State 1, se se sw 16-l1ls-75w, spd 

PROWERS COUNTY—tTrojan Oil & Gas 
Co.’s Lotus 1, nw ne ne 15-23s-46w, Lamar dis- 
trict, dr hard lime 3523 ft, so&g 3407-12 ft 


Steele's Coles 


Refining 
8'4-1n. 


Sout! 


ALABAMA 

CLARKE COUNTY Magnolia Pet. Co.’s 
Scotch Lbr. Co. 1, sw ne 17-10n-3e, elev 354 ft, 
dr sandy shale 5650 ft 

HOUSTON COUNTY Rice O&G Co.’s 
Oakley Est. 1, nw sw 9-3n-29e, sd cur titles 
1795 ft 

LAMAR COUNTY—P. J. McAlpine et al’s 
(DeSoto O&G Co.) Gardner 1, 22-15-16, arr set 
5-3/16 csg, td 4153 ft 

PIKE COUNTY—Alabama Drilling 
Faulk 1, nw nw 31-l1n-2le, Icn 


Co.’s 


FLORIDA 


DADE COUNTY—East Coast Oil & Nat 
Gas Co.’s Warick 1, 12-55s-40e, owdd, td 5432 
ft. Miami, Fla., Oil Co.’s Chevalier Corp. 1, 
19-54s-35e, fs@ 4565 ft 

HILLSBORO COUNTY — Southern Pet. 
Co.’s Mizell & Williams 1, 4-32s2le, dk and 
mim, elev 120 ft 

WALTON COUNTY—Oil City Corp.’s Wal- 
ton L. & T. Co. 1, 12-1n-19w, sd 4850 ft 


MISSISSIPPI 


CLARKE COUNTY — Clarke County Oil 
Co.'s S. B. Kirkland 1, 10-2n-10e, dr 300 ft. 

JONES COUNTY—Snow Black Pet. Co.’s 
Watson 2, ne sw 24-7n-l3w, sd 2550 ft. 

LAMAR COUNTY—Germany & Hix’s J. J. 
Newman Lbr. Co. 1, sw ne 21-4n-15w, rur. 

LAUDERDALE COUNTY — Dalton Dev. 
Co.’s Bounds 1, 34-7n-15e, dk and mim. 

MONROE COUNTY — Miss. Pub. Serv. 
Co.’s Edwards & Carter 1, ne se 12-13-18, Icn 
abn. P. J. McAlpine et al’s F. L. Rye 1, se nw 
sw 15-15s-17w, mim; Crook 1, ne ne 4-13s-18w, 
elev 413.6 ft, owdd, td 720 ft (drilled to pres- 
ent td by Buffalo O&G Co.). P. J. McAlpine’s 
Chas. Rye 1, se sw 22-15-17, arr shoot, td 
2917 ft 

PEARL RIVER COUNTY—Gulf Ref. Co.’s 
May L. Williams 1, se ne 35-5n-17w, dr plug, 
cored, lost swab, arr deepen, td 3707 ft (est.). 
Goodyear Yellow Pine Lbr. Co. 1, nw nw 21- 
3s-17w, fsg bit 2900 ft 


76 


RANKIN COUNTY—Love Pet. Co.’s Pearl 
River-Interior Lbr. Co. 1, sw sw 15-6n-2e, hole 
clean, arr deepen, td 3560 ft. 

SCOTT COUNTY—R. W. Woods’ W. R. 
Rogers 1, ne ne 4-5n-6e, spd and sd 

SIMPSON COUNTY—Berry Corp.’s 
2, sw sw 33-2n-4e, wocs, 2048 ft. 

WINSTON COUNTY—Jack Vale’s 
l, sw nw sw 3-13n-l4e (corrected Icn). 
540 ft, rur 


Berry 


Moody 
elev 


ARKANSAS 


CALHOUN COUNTY—R. J. McMurray et 
al’s Calion Lbr. Co. 1, sw ne 3-16-14, dr 2980 ft. 

HEMPSTEAD COUNTY—Arkansas 
Co.’s Jones 1, ne se 11-14-24, wocs 
160 ft. Dr. E. L. Austin’s J. W. McWilliams 
1, nw sw 19-13-23, repr rig 700 ft. F. W. Mar- 
tin & Co.’s Lafferty 1, se mw 17-14-24, wocs 
10-in csg 110 ft. 

LA FAYETTE COUNTY—A. L. Erwin et 
al’s Bodcaw 1, ne ne 19-16-23, dr 2730 ft. W. 
H. Harvey’s Allen 1, 18-19-24, rur Douglas 
Lawn’s Camp 1, sw se 14-15-23, sd 2640 ft. 
C. V. Lenz’s Huston cemtd 
sur csg. 

MADISON COUNTY—H. L 
1, 14-15-25, dr 755 ft. 

MILLER COUNTY—Beverley Oil Co.’s Com 
mercial Nat. Bank 1, ne se 30-17-28, dk. King 
Oil Corp.’s Schroder 1, sw ne 24-14-28, dr 2400 
ft Oilwell Corp.’s Burt Dodd 1, sw ne 10-19- 
28, dr 155 ft Bloomburg Oil Corp.’s Patter- 
son 1, se ne 5-19-28, cemtd 10-in csg 295 ft 

NEVADA COUNTY 
sw nw 23-10-22, dk. 

ST. FRANCIS COUNTY—Fields, Jenkins & 
Jones’ Walford 1, ne ne 29-4n-le, dr 750 ft. 

UNION COUNTY — Alexander-Head Oil 
Co.’s Union Sawmill Co. 1, sw sw 28-17-13, sd 
for water 3020 ft. Mrs. R. K. Jones’ J. 
Davis 1, nw nw 28-16-14, sd 2765 ft 


Drilling 
10-in csg 


1, 19-15-25, spd, 


Scott's Hughes 


Ira Gee et al’s Scott 1, 


NORTH LOUISIANA 
BIENVILLE PARISH — 


Co.'s Pardee 1, ne ne 27-l14n-6w, wocs 
csg 142 ft. Tooke & Reynolds’ J. W. 
et al 1, sw ne 8-15n-6w, mim 

BOSSIER PARISH — Jno. L 
Tr.’s Leonard 1, sw sw 19-19n-Il3w, dr 3555 ft 
Toe P. Dixson et al’s Sentell-Dickson 1, se nw 
10-20n-13w, mim. L. M. Moffitt et al’s W. H 
Martin et al 1, nw sw 31-22n-llw, dr 2150 ft. 
Producers O&G Co.’s W. H. Werner 1, se se 
7-17n-llw, sr td 3984 ft. West & McClanahan’s 
Sentell-Dickson 1, se nw 10-20-13, len abn. 

CALDWELL PARISH—tTerrell & Price’s 
La. Central Lbr. Co. 1, nw ne 18-11n-3e, dr 
3225 ft 

DE SOTO PARISH—Hester et al’s Alston 
1, ne sw 11-Lln-l6w, dr 255 ft. Geo. Le Grand’s 
Mrs. E. Vance 1, sw se 34-12n-l6w, rur. E. T. 
Oakes’ Johnson 1, ne nw 30-13n-15w, sg 5397- 
5400 ft, missed ds test 5402 ft, trying for an- 
other ds test, td 5402 ft. 

NATCHITOCHES PARISH—Clyde Creigh- 
ton’s Freidman Est. 1, swe 52-7n-6w, owdd. 
Matthew Foreman’s Poissoit 1, 9-10n-8w, rog 
Roy Raines et al’s Fee 1, sd for csg 2275 ft. 
Hickman et al’s Page Est. 1, se nw 18-8n-9w, 
sd 1544 ft 

RED RIVER PARISH—Kopp et al’s R. M. 
Thomas 1, 34-13n-8w, sd 740 ft. Tooke et al’s 
J. Ober 1, 5-14n-10w, sd 2910 ft. W. K. Wil- 
liams De Moss 1, ne ne 33-13-11, fsg 2468 ft. 

SABINE PARISH—Tex-La-Ark Oil Co.’s 
Pickering Lbr. Co. 1, ne sw 3-3n-l2w, dr 
2196 ft 

WEBSTER PARISH—Gulf Ref. Co.’s Crich- 
ton 1, 15-18n-9w, elev 202 ft, 10-in csg 502 ft, 
base Midway 1623 ft, dr 1630 ft. M. J. Kis 
sick’s B. M. Cook 1, nw ne 2-22n-llw, spd. 
W. N. Neely’s R. B. Slack 1, nw nw 12-22n- 
llw, mim 

WINN PARISH—Red River Ref. Co.’s Tre- 
mont Lbr. Co. 2, se se 26-lln-lw, dr 1325 ft. 


Drilling 
10-in 
Sprawls 


Saline 


Anderson, 


LOUISIANA GULF COAST 


ACADIA PARISH — Woodley Pet. 
Daigle 1, sec 24-7s-le, dr sand 7342 ft. 

ALLEN PARISH—Humble O&R Co.'s In- 
dustrial Lbr Co. 1, sec 21-3s-5w, ru. 


Co.’s 


BEAUREGARD PARISH — Federal Pe 
Co.’s Lutcher Moore B-l, sec 26-6n-l3w, fs¢g 
5700 ft. 

CALCASIEU PARISH—Fred Oil Co.’s Fai 
et al 1, sec 26-8s-10w, pulling 10-in csg at 287 
ft. Union Sulphur Co.’s Baree Est. 2, sec 11-9 
8w, dr water sand 7224 ft. 

CAMERON PARISH—The Texas Co.’s Ca 
casieu Lake 10-A, sec 1-14s-9w, dr salt 6870 { 
top salt 6721 ft. 

EVANGELINE PARISH—L. Puckett’s Vi 
rine 1, sec 34-3s-2e, dk. 

IBERIA PARISH—Grosse Tete Dev. Co.’ 
Augelloz 1, sec 54-12s-7e, sd 2270 ft 

LA FOURCHE PARISH—Barnsdall O 
Co.’s Harang Plantation 3, sec 97-17s-20e, n 
report. R. L. Gay Tr’s Gedchaux 1, near Race 
land, sd 6636 ft. 

PLAQUEMINES PARISH—E. A. Howe 
Tr.’s Buras Levee 1, sec 26-21s-30e, sd 1500 f 
ST. BERNARD PARISH—J 
Battles 1, sec 135-14s-l4e, no report. 
ST. MARTIN PARISH—The Texas C 
St. Martin Ld. Co. 6, sec 17-8s-7e, dr sand ar 

shale 8200 ft, setting 954-in csg at 8200 ft 

VERMILLION PARISH—J. C. & Lor 
Moore’s Breussard 1, sec 32-lis-3e, sd 4056 ft 


Danciger’ 


TEXAS GULF COAST 


AUSTIN COUNTY—I. T. I. O. & Johns 
Bros’ Wangler 1, A. Kuykendall sur, dr sha 
3140 ft. 

BRAZORIA COUNTY — Amerada Pet 
Corp.’s Houston Farms Dev. Co. 1, L. G. Bact 
elder sur, dr sand 5583 ft. Gillock Pet. Corp.’ 
Truksa 1, H&TB No. 7, sur, dr shale 2350 ft 
Jack Clark’s Speer 1, J. F. Pinckney sur, 
5009 ft. Harrison & Abercrombie’s Bernar 
River Land Co. 1, C. Breen sur, dr sand ar 
lime 4136 ft 

BURLESON COUNTY — Bear Pond O 
Co.’s Coulter 1, A. Kennon sur, dr_ shale 
$002 ft. 

CHAMBERS COUNTY Turnbull & I 
win’s Sudindrof 1, H&TC No. 67 sur, D&A 
7939 ft. 

COLORADO COUNTY—dQuintana Oil Co.’s 
Olmstead 1, M. Batson sur, dr shale 4375 ft. 

FT. BEND COUNTY—W. H. Scheper’s 
Bartosh 1, H&TC sec 53 sur, sd 900 ft. Vico 
Oil Co.’s Darst 1, E. Powell sur, rigging up 
preparing to spud. Wilkes et al’s Norris 1, Geo 
Teel sur, Icn. 

GALVESTON 
Co.’s Maco Stewart 
7889 ft. 

GRIMES COUNTY—W. D. Roan et al’s 
Kelly 1, U. Sanders sur, sd 2860 ft. J. Wood- 
ward’s Hamilton 1, O. Hill sur, D&A 4007 ft 

HARDIN COUNTY — Wilcox O&G Co.'s 
Sternberg 1, G. Dorsey sur, sd 6018 ft. 

HARRIS COUNTY—Foster et al’s Johnson 
1, GC&SF sur, sd. General Crude Oil Co.'s 
Rorick Est. 1, J. C. Ogburn sur, dr shale 
5758 ft. Imperator Oil Co.’s Brooks 1, R. R 
Vince sur, sd 300 ft. Loring Oil & Gas Co.'s 
Westmoreland Dev. Co. 1, J. M. Swisher sur, 
dr shale 7242 ft. Southland Oil Co.’s Galney 
1, H&TC sec 4 sur, dr shale 5710 ft. Texas- 
New York Dev. Co.’s Ralston 1, J. W. Moody 
sur, dr shale and lime 3648 ft. 

JEFFERSON COUNTY — Magnolia Pet 
Co.’s Trust 1, P. H. Bell sur, dr shale 3790 ft 
Miramar Oil Corp.’s Tolidor 1, S. Morris sur, 
dr shale 5065 ft. Sun Oil Co.’s Long 1, J. Blair 
sur, coring shale 8514 ft. 

LIBERTY COUNTY—R. M. Bruner’s Bell! 
1, H&TB No. 4 sur, Icn. Extension Oil Co.'s 
Lovett 1, P. P. Dever sur, dr shale 3030 
Liberty Independent Oil Co.’s Neal 1, S. Strong 
sur, sd 2495 ft. 

MONTGOMERY COUNTY — Sayre Oil 
Co.’s Delta Land & Timber Co. 1, J. H. Truitt 
sur, D&A 5015 ft. Shell Pet. Corp.’s Creighton 
1, Mary Connor sur, dr 4484 ft. 

POLK COUNTY—Kirby Pet. Co.’s Kirby 
Lbr. Co. 2, J. Stephenson sur, dr 100 ft. 

TYLER COUNTY — Boone, Wallace and 
Lane’s Crews 1, S. L. Graham sur, D&A 
3025 ft. 

WHARTON 
Co.’s Kresta l, 
4401 ft. 


O&R 
D&A 


COUNTY — Humble 
1, J. Sellers Lege., 


COUNTY—tTexas Gulf Prod 
ETRR No. 151 sur, reaming 
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SOUTH TEXAS same well as located by Kemp Oil Co. Oceani DC’s (G. O. Ball) J. M. Martin 1, Sec. 68 
ATASCOSA COUNTY Don Megehan’s Petroleum Cx« "S Fromme 1, P. D. Dexter sur, sp. Dupree Fountain’s R. J. Kroschewsky 1, A 
Donna Farms 1, 3450 ft sel, 9100 ft nel of owdd, td 2685 it. a G. Starty sur, ru. 
Barbara Sanchez sur, w Campbellton, sp for GONZALES Col NTY H H. Weinert’s LEE COUNTY—James E. Pederson’s C. A 
4000 ft test to Carrizo August Kallies 1, I. Nash sur, mit furner 1, David Hudson sur, elev 438 ft, dr 
BANDERA COUNTY—A. P. Crane & Co.’s GUADALUPE COUNTY - Diamond Half 6150 ft 
Watson 1, Curvier sur, Sec 71, dr 1560 ft Oil Co.’s A. J. Ball 1, L. H. Peters sur, dr 2350 LIVE OAK COUNTY—Henderson Coquat’s 
Peerless Oil & Gas Co.'s RB. G. Garrison 1. ft. Hollifield et al’s Schwarlose 1, J. A. Miller Jacobs 1, 660 ft nl and el of tract 27, Charles 
Sec, $06. GCASE our, ctill of for water 496 sur, dr 1150 ft. Magnolia Petroleum Co.’s S. M R Tipps sub, Everett and Henry sur, Icn for 
ft, project to 6000 ft Roamell 5, James Hodges sur, td 2220 ft, crev- Yegua test, probably to 2000 ft. Houston Oil 
BASTROP COUNTY—Champion Oil Co.’s ice in Austin chalk 2190-2210 ft, out on pumy Co.’s Cartwright 26, dr 3104 ft 
Chas, E. Anderaon 1. Tose Antonio Mavarro Texio Oil Co. & J. Elmer Thomas’s Maurer- MAVERICK COUNTY—R. R. Fagan’s J 
sd for water 791 ft. Marts & Beavans man 1, Jose de la Baume Grant, dr 400 ft D. Beck, Tr. 1, Arnold sur No. 50, Blk. 13, len 
Lancaster 1, 250 ft swl and 150 ft nwl of tract, HIDALGO COUNTY Davis & Harrison's McMULLEN COUNTY jrasada Oil Co.'s 
[Thomas Garretson Sur. No. 19, in serpentine Mrs Lula George 1, Tract 13, Porcion 41, td (Dong Long) Nueces Land & Live Stock C« 
1840 ft, show oil, testing. Ogden & Reed Oil 4135 ft, wocs, sand and sandy shale 4109-35 ft, 1, center sw Sec. 111, mit. Cooper Frates C« 
Ed Pendergrass 1, 300 ft nwl and 500 ft dst 1800 Ibs, ran wild 6 hrs, killed with mud Inc., et al’s E. R. Hagist 1, Sec. 125, set sur 
of most northerly part of A. J. Denson Rogers et al s Fairbanks 1, sd 210 ft. Union csg, re-dr. Henshaw Bros.’ El Puerto Ranch 1, 
b ; Sulphur Co.’s American Rio Grande Land & 330 ft sl and el of Share 1, Sec. 85, Buel sub 
Irrigation Co. 2, Blk. 86, N. Capisallo Dis- of —) Puerto Ranch, sp. A. P. Peirce’s H. I 
trict, Llano Grande Grant, dr 1750 ft. Woods Lark 1, Blk. 41, Lark sub, Scrugham sur, cor- 
et al’s John Lawrence 1, Tract 274, Por. 39, ing 920 ft, elev 263 ft, top Lignite 810 ft. C. 


COUNTY—Bill Hindeman’s Imogene 
hl, prep to make Icn. Falvey et al’s Gardner 
Lewis sur, sd 3064 ft. H. I. Grimes et al’s f 
Allen 1, 660 ft nl and el of B. Odlum dr 2085 ft — eas C. Shumway, Inc.’s Shiner Ranch 7, Sec. 62, dr 
Sur. No. 18, Ien. Weekly Ojil Co.’s Laura E JACKSON COUNTY Imperator Oil Co.’s 1590 ft, prep to core for G. W. sand. Stewart 
Weiss 1, B&B sur, di 7 ft Dutten 1, center Lot 11, Blk. 25, Vanderbilt Holding Co.’s Jacob 1, John Fadden Sur. No 
BEXAR COUNTY James oles’ Dillon townsite, ru and sd. Phillips Petroleum Co.’s 8, re-cement third time, sand 854-60 ft, td 86 
E are Drummond 1, Musquiz sur, td 6012 ft, pb and ft. Chas. Wuest, Jr., et al’s Fisher 1, R 
sdtr to core sand just below 5800 ft; State O’Boyle sur, near northern end Calliham field, 

Realty & Investment Co. 1, Vanderbilt town- len. Whisenant & Trenchard’s Kate Martin 

site, dr 3500 ft; Simon & Seidel 1, Musquiz 330 ft nl and el of Sec. 30, Icn. 

sure td O82 Mt, Bb 5759 MH, set 53/16 in cs, = MEDINA COUNTY—Scoggins & Sanders’ 
Carter 1, M. de Leon sur, prep to sp. F. W pipe | arted just below 100¢ ft when being dr L. W. Borel 1, M. EB. Gaee Sur. No. 298 
Noble’s R. W. DeVilbliss 1, Martinez Sur. No in. Turman Oil Co. et al’s T. H. Miller 1, 0 Gv icoe §, : , ieee 
dr 650 ft. Texas Petroleum Co.'s E. B. Musauiz sur, wor MILAM COUNTY—MeNiel Petroleum Co.'s 
Carruth 1, F. Rolen Sur. N¢ , td 1183 ft, JIM HOGG COUNTY—Sun Oil Co.’s A W. Cc. B tl 1, J ’ pe —o 
treat with acid, build up 8 lo in Martinez Estate 1, Las Animas Grant, dr 2760 , ital ; 
2718-25 ft, dst 1700 ft, sw 20 min NUECES COUNTY—Nutex Oil Co.’s King 


W. L. Umburn’s J. F. & Silhartz 1, F JIM WELLS COUNTY—O. W. Killam’s 1» 5€¢: 24, Richard King Farm Lots, td 602 
F ft, pb 5545 ft, to shoot perforations in 7 in 


Rolen Sur. No. 48, dr 410 f W. D. Wade 1, Lot 1, Blk. C, Wade subdivi- ‘ 1 §531-45 ft. Sout t Oi C < 
seas sitions : an 2 opposite sand 55 5 Southwes il Corp.’s 
; etroleam C. sion, dr 2650 ft A 
BROOKS col NTY ; son ~ . s ‘ ; ™ : vars R. Poenisch 1, Sec. 32, Blk. 2, Icn. Stanolind 
Locke I urnell sG lrich 1, VCSD&RGNG KARNES COUNTY—Abercrombie & Har- Oil & Gas Co.'s Stratton 2, Sec. 13, Abajo 
Ry. Sur. No. 7, I rence East’s Gen rison Oil Co.’s Schaeffer 1, A. W. Belvin sur, Grant, r 6265 ft. Texas Seaboard Oil Co.’s 
Madrigal 1, Shar 3, atael Garca Sa dr 1990 ft. R. E. Cezeaur & J. F. Milton’s T Jurica 1, Robertson Sur. No. 52, dr 5050 ft, 
nas Gr, td 480 ft, no rept Campbell 1, J. D. Backer sur, sp and sd last rept 
CALDWELL COUNTY-—S. S. Cargill’s W KENDALL COUNTY — Walter Bradley's REAL COUNTY—M. J. Heartwell’s Mrs. M 
Damerau 2, D. Cooper dut, elev 427 ft, fsg Willie Werner 2, J. F. Torrey sur, sd 695 ft. S. Perry 1. ew Sec. 175. ABM su prep to set 
scuasthd “4 at P Mynes A - ; wee Se — ry KERR COUNTY - Edmiston & Walker’s 8 in csg 3000 ft 
P; 4 an Kt . Ki r : Whitworth 1, 675 ft, sd for 12% csg. J. F. REFUGIO COUNTY — Holland Oil Co.’s 
oe o.’s - rz ict ‘ ecam] ’ > que -E i . ’ c 
= dx 2083 fe Mente Viste mia af Morrissy, Inc.’s F. A Karge l, GS&I Sur. Peck 1, Esteban Lopez Sur. No. 44, td 5348 ft 
, ; McC , MC No. 1, top Pennsylvanian 517 ft, dd. G. Schrein- in sdtr hole, swab down 4000 ft. show little 
, McCarley sur, 27 i ’ f : ‘aes <9 cn ¢ , eo i - 2 
res Lackew 1. & Demon ir 1605 ft er’s Jeff Love 3, Sec. 1594, dr 1850 ft. Van- gas. Quintana Petroleum Co. & Humble Oil & 
- more Oil Co.’s Nowlin, J. R. Bettner sur, ow Ref. Co.’s T. O’Conner 1A, Blk. 3, Swisher 


M. de Leon sur, tract N , td 1404 
larger rig, to move on shortly. F. T. Chew's 
Ogden & Brooks 1, Mission Irrigated Farms, 
re-dr 250 ft. McPhee & Briggs’ Florence Lamb 

M. de Luna Sur. No. 4, dr 865 ft; Randolph 


Lewis sur, mit 


pressure, gasser, spraying sm amount of o1 ft, snd 


. gy al = yt = a = 1040 ft, to dd, mist. sur, td 5580 ft, ow, to wo, flowed abt 300 bbls 
s American Nat! ealty Co > ae LA SALLE COUNTY-—Standard Oil Co. offluid per day, 50 percent sw, went dead 


Blk. C, td 587 ft, recover abt 4 ft ds, fsh 
Dyck Oil Co. & Mills-Bennett corp.’s Ry 

Iph Adam 1, V. Garcia sur, dr 1510 ft, sh 
nd gumb« Southwest Oil Sorp.’s Welder 


Ranch 3, J. M. Rios sur, Icn “fF : y/ , 
DUVAL COUNTY—Continental Oil Co.'s [ 





R. Driscoll Estate 2-A, Sec. 448, td 4695 ft to 
esg and perforate at 3449-59 ft. Tom Gra- 
am & Texon Royalty Co.’s G. B. Parr 1, 
J. Poitevent Sur. No. 185, sd 3636 ft. Frank 
Gravis et al’s Hubbard 1, 83, dr 2710 ft 
al’s M. Serna 
Harrison Oil Co.’s Serna 1, - 
ft. Harvey & Henderson’s 1, Sec. 384, ae ‘ 
n. W W Holland’s W d-Welder 1, Se —. a . 
211, J. Poitevent sur, sd 4 ft. Jeffers Oil I] ze i ‘ = ty ‘ 
Co.’s Cadena 1, J. M. Hinojosa sur, ru. Lewis > “ae AT. . A &-f0 
Beer's W. R. Peters 1, Blk. 18, Sec. 27, sd . a 
2064 ft. Magnoliz troleur ’s Duval Ranch — 
SR ir ae F: fs Rride ae * é e " 
pg es ey fe. McBride, Inc.'s The GOTT Water Can is the practical 
agist 1, Sec. 1, dr ab ft. O’Byrne 
& Jennings’ Juan Benavides 1, lk. 6, Sec. 355, 
2150 ft. Sun Oil Co.’s oreno 1, Sec. 540, 
6565 ft. The Texas Ce eall 1, Sec. : 
ru. Washington-Texas Oil Co.’ ita de water cool and pure, always handy to 
Pena 1, 3500 ft swl and 1 ft nwl Pena 
tt, Share 4, L. Mesquite Grant, ru e. Wil the job wherever it may be — it’s health 
rn, A. A Sroadbeck 1, Se 46, dk ‘ 
EDWARDS COUNTY Will Ohlhausen’s ws insurance... Your supply 
Turney 1-A, CCSD&RGNG Ry. sur, Blk NW, 
r 235 ft. H. H. Sides’ Turney 1, CCSD&RGNG , store has them. Get 
Ry. Sur. No. 164, td 1010 ft in sand, asphalt 
eS one today! 
FRIO COUNTY — Amerada Petroleum 
xp.’s Halff & Oppenheimer 2, J. H. Gibson 
ur. No. 16, dr 6862 ft. Ed. L. Nixon’s Lin- @ett Waser penn 


lig 3, J. Guerra Sur. No. 41, dr 360 ft, lime ay Fy 5 Cons 114 eats 3 gots Coolers: 3 gat; 5 gat 
. ~ rarener . Y end 10 s iT 
GOLIAD COUNTY — Diamond Half Oil ~ a = ae 


Co.’s Runge Nat’l Bank 1, G. B. Meyers sur, a H. P. GOTT MFG. CO., Winfield, Kansas 


td 3745 ft, pb 3620 ft to sdtr and re-dr Pettus 


~~ 
sand 3737-45 ft. Nichols HMindeman et al’s aN. = oe , : 7 b T E R A L 7 a Y S % A nN D Y 


Lackey & Weldon 1, Javiano Gomez sur, mit; 


way to keep a fresh supply of drinking 


A Gulf Publishing Company Publication 

















NEW MEXICO 


CHAV! COUNTY R 
Co.'s Franks |! 
ROOSEVELT COUNTY 


( Wilmes 1 a y s- 30, 


irety 
ludell Develop 
mer rigged 
AN JUAN COUNTY | Producers 
Test Il, 4 5 1! f umed dr with 

of Test 4, 
Test 6, 
Lem 
Nick 
ned dr 
40-11, 


29n 


COLORADO 


COUNTY 


7% 


BOULDER 
] nw lw ne 

CURRY COUNTY 
Hiart 1, ne € j j 


GRAND Cot 


LARIMER 
gera’s Cement 
PARK 
State 1, se se 
PROWERS 
o."s Lotus 1 


Cot 
COUNTY 
] 


Col 
( 


ALABAMA 


CLARKE COUNTY Ma 
otch Lbr. Co w ne 
andy hale 
HOUSTON Col 
Oakley Est. 1, nw 
1795 ft 
LAMAR COl 
(DeSoto O&G ¢ 
5/16 csg td 


PIKE Col 


FLORIDA 


DADE COUNTY 

Gas Co.'s Warich . 

it Miami, Fla., Oil Co.’ 
19.54s-35e, ise 45¢ ft 
HILLSBORO COUNTY 
‘ Mizell & Williams 1, s+ Z1le, dk and 
120 ft 


uthern Pet 
( 
mim, elev 

WALTON COUNTY Oil City Corp.’s Wal 
on I & I Cs ] 


In-19w, sd 4850 ft 


MISSISSIPPI 


CLARKE COUNTY 
Co S. B. Kirkland 1, 10-2n-10e, dr 300 ft. 

JONES COUNTY—Snow Black Pet. Co.'s 
Watson 2, ne sw 24-7n-l3w, sd 2550 ft 

LAMAR COUNTY—Germany & Hix's J. J 
Newman Lbr. Co. 1, sw ne 21-4n-15w, rur 

LAUDERDALE COUNTY Dalton Dev 
Co.’s Bounds 1, 34-7n e, dk and mim, 

MONROE COUNTY Miss. Pub. Serv 
Co.’s Edwards & Carter 1, ne se 12-13-18, len 
abn. P. J. McAlpine et al’s F. L. Rye 1, se nw 
sw 15-1 17w, mim; Crook 1, ne ne 4-13s-18w, 
elev 413.6 ft, owdd, td 720 ft (drilled to pres 
ent td by Buffalo O&G Co.). P. J. McAlpine’s 
Cha Rye arr shoot, td 
2917 ft 

PEARL RIVER 
May L. Williams 1, se ne 


cored, lost 


Clarke County Oil 


l, se w 22-15-17, 
COUNTY—Gulf Ref. Co.'s 
35-5n-17w, dr plug, 
3707 ft (Cest.) 
Yellow Pine Lbr. Co. 1, nw nw 2i- 
3s-l17w, fsg bit 2900 ft 


swab, arr deepen, td 


Goodyear 


76 


RANKIN COUNTY Pet. Co.'s Pearl 


River-Interior Lbr 


Love 
Co. 1, sw sw 15-6n-2e, hole 
clean, arr deeper, td 3560 ft 

SCOTT COUNTY R. W 
Rogers 1, ne ne 4-5n-6e, spd 


SIMPSON COUNTY 


Woods’ W. R 


2, sw sw 33-2n-4e, wocs, 2 
WINSTON COUNTY Vale's 


w nw w J3-l3n-l4e rrected lIcn). elev 


Moody 


40 


ARKANSAS 
CALHOUN COUNTY—R. J 


al’s Calion Lbr. Co. 1, sw ne 3-16-14, dr 
HEMPSTEAD COUNTY 
Jones 1, ne se 11-14-24, wocs 10-in csg 

6v ft Dr. E. L. Austin’s J. W McWilliams 
19-13-23, repr rig 700 ft ry. W. Mar 


McMurray et 
24980 ft 
Arkansa Drilling 


Co.'s 


l, nw sw I 
Co.’s Lafferty 

110 ft 
I FAYETTE 
al’s Bodcaw 1, ne ne 
H. Harvey's 


Camp Il, 


wocs 
COU? 
Allen 


Lenz's 
MADISON 
MILLER COUNTY 


Hank 


Col 


mercial Nat 
(nl Co 
it 


rp.’ chroder 


NEVADA COUNT 
sw nw 3-10-22, dl 
ST FRANCIS COUNTY 
Jones’ Walford 1, ne me d-4n-le 
UNION COUNTY 
Co.'s Union Sawmill Ce 
for water $02 it 


Davi , nw nw 


NORTH LOUISIANA 
VILLE PARISH line 


1, ne ne 27-l4n-6™ 
] Tooke & Reynolds’ J 
al wone 4-15n-6w, mim 
BOSSIER PARISH Jno 
f Leonard vy sw 19-199 

P. Dix Sentell. Dich 
n-liw, J M. Moffitt et 

Martin et al l, n w 31-22n-llw, dr 2] 
O&G Co.'s W. H. Werner 1, se se 
17n-llw, sr td 3984 ft. West & McClanahan’s 
entell.Dickson 1, se nw 10-20-13, len abn 
CALDWELL PARISH—tTerrell & 
La. Central Lbr. Co. 1, mw ne 18-11n-3e, dr 
$225 ft 

DE SOTO PARISH 
1, ne sw 11l-Lin-l6éw, dr 
Mrs. E. Vance 1, 
Oakes’ Johnson l, ne nw 
4100 ft, missed ds test 402 ft, trying for an 
other ds test, td 5402 ft 

NATCHITOCHES PARISH Creigh 
ton’s Freidman Est. 1, swe 52-7n-6w, owdd 
Matthew Foreman’s Poissoit 1, 9-10n-8w, rog 
Roy Raines et al’s Fee 1, sd for csg 2275 ft 
al’s Page E 18-8n-9w, 


lr lling 
10-in 
Sprawls 


14y 


Produces 


Price's 


Hester et al’s Alston 
255 ft. Geo. Le Grand’s 
34-12n-l6w, rur. E. T 

30-13n-15w, s@ 5397 


sw se 


Clyde 


Hickman et 
d 1544 ft 

RED RIVER PARISH—Kopp et al’s R. M 
Phomas 1, 34-l3n-8w, sd 740 ft. Tooke et al’s 
J. Ober 1, 5-14n-10w, sd 2910 ft. W. K. Wil 
liams De Moss 1, ne ne 33-13-11, fse 2468 ft 
SABINE PARISH—Tex-LaArk Oil Co.'s 
Pickering Lbr. Co. 1, ne sw 43-3n-l2w, dz 
196 ft 

WEBSTER PARISH 
on 1, 15-18n-9w, elev 202 ft, 10-in csg 502 ft, 
base Midway 1623 ft, dr 1630 ft. M. J. Kis 
ick’s B. M. Cook 1, nw ne 2-22n-llw, spd 
W. N. Neely’s R. B. Slack 1, nw nw 12-22n 
llw, mim 

WINN PARISH—Red River Ref 


mont Lbr. Co 2, 


st. 1, se nw 


Gulf Ref. Co.’s Crich 


Co.’s Tre 


1325 ft. 


se se 26-lln-lw, dr 


LOUISIANA GULF COAST 


ACADIA PARISH — Woodley Pet. Co.'s 
Daigle 1, sec 24-7s-le, dr sand 7342 ft 
ALLEN PARISH—Humble O&R Co.'s In- 


dustrial Lbr Co. 1, sec 21-3s-5w, ru. 


Federal Pe 
26-6n-l3w, f{ 


BEAUREGARD PARISH 
Co.’s Lutcher Moore B-l, sec 
700 ft 
CALCASIEU PARISH—Fred Oil Co.'s Fa 
et al 1, sec 26-8s-10w, pulling 10-in csg at 247 
ft. Union Sulphur Co.’s Baree Est. 2, sec 11-9 
aw, dr water sand 7224 ft. 

CAMERON PARISH—The Texas Co.’s Ca 
casieu Lake 10-A, sec 1-14s-9w, dr salt 6870 
top salt 6721 ft 

EVANGELINE PARISH—L 
rine 1, sec 34-3s-2e, dk 

IBERIA PARISH—Grosse Tete Dev 
ugelloz 1, sec 4-12s-7e, sd 2270 ft 
LA FOURCHE PARISH 
Co.'s Harang Plantation 3, sec 97-17s-20e, 
report. R. L. Gay Tr 


s Gedchaux 1, near Race 
land, sd 6636 ft 


PLAQUEMINES 
’s Buras Levee 1, sec 26-2l1s 
I BERNARD PARISH—J 
Battles } ec 135-14s-l4e, no report 
I MARTIN PARISH—TI 
Martin Ld. (x 6, ec 17 


‘ 


Puckett’s 


Jarnsdall 


PARISH 


50 


hale 8200 {t, setting 9%-in 
VERMILLION PARISH 


Moore Breussard 1, sec 32-1 


TEXAS GULF COAST 


AUSTIN COUNTY L Be oe om @ 
Bros’ Wangler 1, A ur 
3140 ft 

BRAZORIA COUNTY 

Houston Farms Dev. Co. 1, L. G 
elder sur, dr sand 83 ft. Gillock Pet. Cor 
al, H&TB No. 7, sur, dr shale 


Speer 1, Pinckney 


Kuykendal 


Corp.’ 


CHAMBERS COUNTY Turnbull 
win’ Sudindrof H&TC Ne 67 ur, 

COLORADO COUNTY 
Olmstead 1, M 


Quintana Oil 
. Jatson sur, dr hale 4375 ft 
ae BEND COUNTY W H Schepe: 
Lartosh 1, H&TC sec 3 sur, sd 900 ft. Vie 
Oil Co.'s Darst 1, E. Powell sur, rigging 
preparing to Wilkes et al’s Norris 1, Gee 
Teel sur, len 
GALVESTON COUNTY Humble 
Maco Stewart 1, J. Sellers Lee, 


spud 


OR 
Co.'s D&A 
7889 ft 

GRIMES COUNTY—W. D. Roan et al 
Kelly 1, U. Sanders sur, sd 2860 ft. J. Wood 
ward’s Hamilton 1, O. Hill sur, D&A 4007 ft 

HARDIN COUNTY Wileox O&G Co.’ 
Sternberg 1, G. Dorsey sur, sd 6018 ft 

HARRIS COUNTY—Foster et al’s Johnsor 
1, GC&SF sur, sd. General Crude Oil Co.'s 
Rorick Est. 1, J. ¢ Ogburn sur, dr shale 
758 ft. Imperator Oil Co.’s Brooks 1, R. RB 
Vince sur, sd 300 ft. Loring Oil & Gas Co 
Westmoreland Dev. Co. 1, J. M. Swisher su: 
dr shale 7242 ft. Southland Oil Co.’s Galney 
1, H&TC sec 4 sur, dr shale 5710 ft. Texas 
New York Dev. Co.’s Ralston 1, J. W. Moody 
ur, dr shale and lime 3648 ft 

JEFFERSON COUNTY Magnolia Pet 
Co.’s Trust 1, P. H. Bell sur, dr shale 3790 ft 
Miramar Oil Corp.’s Tolidor 1, S. Morris sur, 
dr shale 5065 ft. Sun Oil Co.’s Long 1, J. Blair 
sur, coring shale 8514 ft 
LIBERTY COUNTY—R. M 
1, H&TB No. 4 sur, len. Extension Oil Co 
Lovett 1, P. P. Dever sur, dr shale 3030 {ft 
Liberty Independent Oil Co.’s Neal 1, S. Strong 
sur, sd 2495 ft 

MONTGOMERY COUNTY Sayre Oil 
Co.’s Delta Land & Timber Co. 1, J. H. Truitt 
ur, D&A 5015 ft. Shell Pet. Corp.’s Creightor 
Mary Connor sur, dr 4484 ft 
POLK COUNTY—Kirby Pet. Co.'s Kirby 
Lbr. Co. 2, J. Stephenson sur, dr 100 ft 
TYLER COUNTY Boone, Wallace and 
Crews 1 Ss L D&A 


, 


Je 


Bruner’s 


] 


Lane’s Graham sur, 
$025 ft 

WHARTON 
Co.’s Kresta l, 
4401 ft 


COUNTY—Texas Gulf Prod 
ETRR No. 151 sur, reaming 
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SOUTH TEXAS ame as located by Kemp Oil Co, Oceanic 


re ineee . . , ‘ 
ATASCOSA COUNTY LD Petroleun » P. D. Dent 
14 owdd td JOH ft 


Farm l, 4 9 j ! i : a 
Sanchez ur mit ‘ GONZALES COUN W \ J ame 
, August Kalle . 3 Hudson sur, elev 
BANDERA COUNT ’ ) — ’ GUADALUPE COUNTY lane alf ) ft 
Wateam 1. Cassis “ws. © 1 1} <0) Oil Ce A. J. Ball 1, L. H. Peter ri LIVE OAK COUNTY Hender 
eerless Oil & Gas i it. Holliteld et al’s Schwarlose 1 A iller Jacob ft nl and el of tract , Cha 
06, GC&SF .. ; ae ‘ ir, dr 1150 ft. Magnolia Petroleun ‘ J R. Ti ib, Everett and Henry sur, Icn 
project to 60 Roamell 5, James Hodge ur, td 22; : Yegua test, probably to 2000 ft. Houston Oil 
y Austin } 2190-2210 ft, « ‘ un Co.’ Cartwright 2¢ dr 3104 ft 


in chalk 
NTY 


{ft test to Car: 


BASTROP COL 4 mpion | ‘ K , 
Anderso1 ] ‘ J 6 nic Navarre Fexio Oil ¢ . J Kilmer Thomas's Maurer MAVERICK Col 
water 1 ft ‘ avan man 1, Jose de la Baume Grant, dr 400 it lL). Beck, Tr. 1, Arnold 
. andl ft ail HIDALGO COUNTY Day & Harris« \ EN COUNT P 
Mr Lula George 1, Tract 13, Porcior ] or ng Nuece Land iv ‘ k Ce 
5 ft, we and and sandy hale 4109 f ! ’ wy . 111. 1 cooper Frates Ce 
dst 1800 Ib ran wild 6 hrs, killed with mud c., al R. Hayist . . 125, set sur 
Roger et al Fairbanks 1, sd 2] ft. Union Z, e-dr. Henshaw Bre ] uerto Ranch 
Sulphur Ce American Rio Grande Land & 0 and el of Share 1. Se 5, Buel sub 
BEE COUNTY | d a? : Irrigation Ce 2, Blk. &¢ N. Capisallo Dis p | rto Ranch, sp. J ire H. I 
lahl, prep to make eae 6 seas a : trict, Llano Grande Grant, dr 1750 ft. Wood ar k. 41, Lark sub, , am sur, c 
j Lewis sur sd 3064 1 { ; : t al’s et al John Lawrence 1, Tract 274, Por. 39, g2 { elev 263 {t, 
A. Allen 1, { ] nd ‘ diur di OBS ft S) y, Ine S} 
' , ; ve JACKSON COUNTY—Imperator Oil Ce 
iat Dutton 1, center Lot ] 1h ; Vanderbilt 
townsite, ru and sd. Philly Petroleum Co.'s 
Drummond 1, Musquiz sur, td 6012 ft, pb and 
dtr to core sand just below ( ft State O’ Boyle 


Realty & Investment Ce 1, Vanderbilt town Icn. Wh 


as Garretson Sur N ] ! erpentine 
ft, how oil, (Oyder & Reed Oil 
kd Pendergra a ft nwl and ) ft 

t nortl y par { A j Denson 


’ 


a‘ 
ve 


Brook l \ 
i ft. McPhee & : ' ite, dr 3500 ft; Simon & Seidel 1, Musquiz 330 ft nl f 

M. de Luna N ' ‘ Golf : ms ; 7 7 - ST es Ae *° nia rf MEDINA COUNTY 
arter 1, M le 1 j 1 ‘ W Peps irted just SLOW v5 ween seeing ar \ : P Gay 
ble’s R. W "Ma "Gut Furman Oil Ce r. H. Miller 1, \ W. Borel 1, & — 

dr 650 ft ” ) Eb. Musquiz sur, wor 

ae f > ‘9 r 9! 1IM HOGG COUNTY ~— A eats cot ry 5! {cNiel Pet: 

Martinez Fstate } La Anim: ' y zulier 3 ew ir, mut 

ure, gasses ray , 6s al i" of oil ft, od 2718-2 ft. d ft 2 , ES COUNTY Nutex Oil Ce 

L.. Umburn J § \ ; irtz 1IM WELLS ‘ Oo WwW Killam » we 24, Richard King Farm Lots, td 6! 
Sur. No. 48, dr 4 ! W. DD. Wade 1 l, , Wade ibdivi 4 moot perforations in 7 
- 2650 fe ppost and 4] Southwest Oil Cory 


dr 1576 ft 


with acid, 


BROOKS COtl om, ¢ ¢ 
len. Stanolind 


2 


cke Purnell’s G ch 1, \ J KARNES COUNTY Abercrombie & Har ‘ P Sicahenn ry on 13, Abaje 


Sur N« { l ! ‘ Schaeffer 1, A. W Selvin ur, Grant 2 t Texas Seaboard Oil Ce 
Madrigal |! ha tae ‘ ‘ dr 1990 Cezeaur & J. F. Milton 1 lurica 1 oberts Sur ) 
as Gr, td 480 ft, me ampbell 1 DD Sacker su p and sd last rept 
CALDWELL COUN argill KENDALL COUNTY Walter Bradley's REAL Cot ‘ M 
lamerau 2, WD. ¢ | J é ja Iss Willie Werner 2, J. F. Torrey f, t A S. Perry 1 , 


“ 4 
ncm 3 


Hyne A re be KERR COUNT’ dmiste ‘ 8 i 
ed pica Whitworth 1 67 ] 124 REFUGIO COUNTY 
Morrissy Inc ape , . Peck 1, Esteban Lopez 
M cf Yo. 1, top Pennsylvan — Schrein in sdtr hole wab dowr 
’ more Jil ‘ Fe ,. Ref Co.’ I O'Conner 
A {[OUN \ { ntal i ‘ : 
ALHO ) j ies ‘ w, to wo, 
ALLE COUN t las il ». cAfluid per day, 50 percent 


cot 

J ate 
and periorate 
Texon Re I 

Sur . 
Hubbard 


Mi 


The GOTT Water Can is the practical 
way to keep a fresh supply of drinking 
water cool and pure, always handy to 
the job wherever it may be — it’s health 


EDWARDS COUNTY H hauser Cs insurance... Your supply 
CCSVDA&RGNG y. sur, Blk NW 
ve ew eens store has them. Get 
one today! 
FRIO COUNTY Ar 
Halff & Oppenheimer ; Gibsor 
Ne 16, dr 6862 {ft K.d I x Lin . 
ee 4 GOTT Weter GOT! Weter 


lig 3, J. Guerra Sur. No ] | lime “ay 5 Cans 1, gay 3 gat; Coolers, 3 s 
\ » & get and 10 get. 0 get 10 gah and 20 ook 


GOLIAD Col NTY Diamond Half Oil 
0."s Runge Nat'l Bank 1, G. B. Meyers sur, 4 - H. P. GOTT MFG. CO.., Winfield, Kansas 


3745 ft, pb 3620 ft to sdtr and re-dr Pettus 


and 3737-45 ft Nichols Mindeman et al’s , { 
TRWATER ALWAYS HANDY 


Lackey & Weldon 1, Javiano Gomez sur, mit; 
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OWNERSHIP MAPS 


ST. LANDRY PARISH 
LAFAYETTE PARISH 
South 


We have just completed parish owner 
ship maps of St. Landry Parish and 
Lafayette Parish, both drawn to scale 2@ 
pom 1 mile 

St. Landry Parish in north half and 
south half sells for $4.00 per half or 
}! ».00 complete 

4fayette Parish in one map at $10.00 


Louisiana 


Write or call 


L. L. RIDGWAY COMPANY 


Blue Prints 
703'/, Fannin St. 


Houston, Texas 











EDGAR TOBIN 
AERIAL SURVEYS 


San Antonio, Texas 


ihe 966 and Waste caused 
Bad 










HOUSTON 
2602 Isabella 
1.44354 


SAN ANIONIO 
1515 Main Ave 
F-14481 














For Sale Four 6 Kinney Heliquad 





het oi used pumps, good condition for 


motor drive, with strainers, $200.00 each 


WILSON PIPE CO. 


54th Se, Los Angeles 











24146 1 











OPERATIONS ENGINEERS INC. 


Torsion Balance Surveys 





SHELL 





BUILDING 


HOUSTON FAIRFAX 0636 











INDEPENDENT 
EXPLORATION COMPANY 
Seismograph Surveys 


2210 Esperson Building 


Houston Texas 











PATENTS 
Patents, Trade Marks, Copyrights and 
Infringement Litgetion 
HARDWAY & CATHEY 
4286-29-30 Bankers Mortgage Bidg. 
Phonme Peirfax 6232 Houston, Teun 








HIRSCH, SUSMAN AND 
WESTHEIMER 
ATTORNEYS AT LAW 
32nd Ploor Gulf Building 


Houston, Texas 
Specializing in Oil Low and Land Lew 





THE PORT WORTH 
LABORATORIES 
Field Gas Testing. Analysis of oii 
field brines, gas, minerals and oil 
Sell Thermometers, Hydrometers 

lowe |} o 41k and Lab y Gl ; 

a hk P. B. Porter, BS. Ch. BE. Pres 
; ; BR. H. Pash, BS. Vice-Presidem 
828, Menrce %&., Ft. Worth, Toa 






























PATENTS 

STONE 

and LESTER B. CLARK 

Patents, a ~~ siipstion, Trade Marks 
’ 


Hey, Kurth & Campbell 
Heuston, Tem 


JESSE i. 


Andrews, Ke 
2200 Gulf Bidg. 
Capitel 7245 

























































































NEWS fiom tne 


Industry’s EQUIPMENT MAKERS 








Liquid Level Control 


Used on Boiler Feed Line 


\n interesting installation of feed wa- 


ter regulators of the column type has 


just been made by Natural Gas Equip- 


ment Company of Los Angeles in the 


f General Pe- 
Cali- 


original 


Maynard pumping plant of 
Corporation at Burbank, 
The 
adaptation of the new design liquid level 
controller and N. G. E 
which actuates a Wilgus-N. G. E. 


troleum 
fornia installation is an 
precision pilot 
motor 
valve in the feed water line to the boiler. 
Colmonoy Metallic Crystal 
Is New Supply Organization 
Colmonoy Metallic 
pany, with headquarters at 2 Southeast 
29th Street, Oklahoma City, Oklahoma, 
has been organized to handle the Mid- 
and Gulf Coast 
Colmonoy hard-facing 


Crystal Com- 


Continent distribu- 


tion of and 


hard-set material, which is basically a 


metallic boride with extreme tough- 


ness, hardness and light weight, ac- 


manufacturers. It is 


Los Nietos, 


cording to the 
made by Colmonoy, Inc., 
California. 

R. C. Grinnell is head of the organi- 
will also maintain ware 
3205 


Ben J. 


zation, which 


and office at Harrisburg 


Houston. 


house 
Blvd., 


charge of service, while A 


Ross is in 
B. Leonard, 
sales manager of Colmonoy, Inc., is at 
present in the Houston 

Robert J. Miller is 


territory 


also connected 


W. P. KNIGHT 


with the orgnization in the Houston 
district. He will continue to represent 
Fluid Packed Pump Company and 
Shaffer Tool Works as well as the new 


company. 


Rector Well Equipment 
Names Two Representatives 
a) ee 
on €. Ex 
for Rector 


Rector announces appointment 
Cron as Gulf Coast representa- 
Well Com- 


tive Equipment 


A tool rack that recalls the early days in California, when cable tools were used and when they 


were rented in the oil fields around Coalinga. R. 


Baker, president of Baker Oil Tools, Inc., is 


shown, as he recalled the history of some of the tools he rented when he was just breaking into 


the oil tool business about 25 years ago. 


Mr. Baker takes a personal pride and interest in 


keeping the rack in ship shape. 


pany, working out of the Houston branch 
at 2301 Commerce Street. Cron was for- 
merly associated with L. L. Rector in 
Wyoming, where he entered the oil tool 
business in 1921. For three years he 
served Frick-Reid Supply Company ii: 
North Texas, 1927-1930, following whict 


Cc. L. CRON 


he worked in the natural gas business un- 
til his recent connection. 

W. P. “Red” Knight is now represent- 
ing Rector Well Equipment in West 
Texas, with headquarters at Midland, 
following a period of three years service 
in that area with the Gulf Production 
Company. Knight was associated with L. 
L. Rector in Wyoming in 1924, and later 
in the Texas Panhandle, with the open- 
ing of that field. 


Chicago Pneumatic Adds 
To Its Equipment Line 
Chicago Pneumatic Tool 

New York City, which for 
mately two years has acted as general 
sales agent for Mitchell Diamond Drill 
Company, Ltd., San Francisco, Califor- 
nia, announces that it has purchased 
the patents, good will and tangible as- 
sets of that company and has taken 
over its personnel. The manufacture of 
Mitchell diamond drills, parts and fit- 
tings, as well as “ready-set” bits will 
be continued at San Francisco for the 
present. Later Chicago Pneumatic Tool 
Company will transfer the manufac- 
turing operations to its plant at De- 
troit, Michigan, where CP rock drills 
and pneumatic hammers are made. The 
world-wide sales and service facilities 
of Chicago Pneumatic Tool Company 
will now be available to the numerous 
users of Mitchell diamond drills. 


Company, 
appr¢ X1- 
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Squeaks from se BULL WHEEL 








“At the 


boom,” 


time of the Spindletop 
relates James Keoughan, “Gov- 
ernor Hogg and myself sat at the same 
table in the Crosby House. Scott, a 
little black negro and about the best 
waiter in the hotel, waited on us. One 
morning we had a new waiter and 
Scott was on another table. The Gov- 
ernor hollered ‘Come here Scott!’ and 
asked him ‘how is it you are not wait- 
ing on this table this morning?’ 

“The negro stuttered and finally said, 
‘Well, Governor, it is just this away; 
yesterday was pay day and I got in a 
crap game and all I had left was my 
clothes and you, and I had to have 
clothes to wait on the table, and that 
boy what is waiting on you now won 
you.’ 

“Hogg looked at me and _= said, 
‘Keoughan, isn’t that hell that an ex- 
governor of the State of Texas should 
be put up in a and 
shot for?” 


negro crap game 


It was a late hour when the hostess 
of the party requested a bass singer 
to sing something. He protested: “Oh, 
no; it’s too late. It would disturb your 
neighbors.” 

“Not al all,” declared the lady. “Be- 
sides, our dog last 


they poisoned 


week.” 
She—I like to dress to 
complexion. 
He—But 


tumes are very expensive, aren’t they? 


match my 


those hand-painted 


cos- 


Now, 
baby’s nightgown. 
Don’t want to. 


Tommy, run upstairs and get 


Oh, well, if you’re going to be un- 
kind to your new little sister she may 
put on wings and fly back to heaven 

Then let her put on her wings and 
get the nightgown. 

All right, sir, all right. You will get 
served in time. 

Yes, but I’m anxious to get through 
this meal 
any more. 


before you raise the prices 


Why are you letting your son study 
those dead languages in college? 

I’m expecting to make an undertaker 
out of him. 


“Who is the speaker of the House?” 
“In our house it’s mother,” respond- 


ed a boy. 
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We can’t pay you this $20 money 
order unless you bring somebody to 
identify you. 

That’s hard luck! There’s only one 
man in this town who can identify me 
and I owe him $20. 


State the number of tons of coal 
shipped out of the United States in 
any given year. 

In 1492—none. 


Tell your wife not to worry about 
her being a little deaf. It is merely a 
sign of advancing years. 

Doctor, would you mind telling her 
yourself? 


Do you know anything about flirt- 
ing? 

I thought I did, but the girl I tried 
my system on married me. 

Housewife—Why do you go around 
begging when there are relief agencies 
established for the purpose of 
aiding people who are in distress. 


very 


Tramp—Aw, those people ask 

















many questions and make it so un- 
pleasant that I would almost rather 
work than accept anything from them. 


That was a very beautiful picture of 
Mrs. Gabber, but there was something 
about it that was not natural. I wonder 
what it was? 

She had her mouth shut. 


“What can be the cause of that 
crowd over there?” 

“I can’t imagine. Vulgar curiosity, I 
presume.” 


“Let’s go over and see.’ 


Mrs. Brown, mother wants to know 
if you'll lend us your rooster for to- 
night. 

My rooster? What for? 

Dad’s got to get up early tomorrow 
morning and our alarm clock is busted 


Did hear about Pat O’Rourke 
gettin’ drowned yesterday? 


thought he 


you 
Drowned, no! I was a 
first-rate long-distance swimmer. 

So he was, but you know what strong 
union principles he had. Just as he was 
about to reach the shore he heard the 
whistle blow and he quit work for the 


When Oil Men 
Come to Our Country 


We are recognized authorities on equipment for the area 
we serve. We have been here so long that there has 
been time and opportunity for close adaptation. We are 
manufacturers, and we distribute for manufacturers who 
respect our knowledge of the requirements of the men 
we serve. When Oil Men come to our country they fre- 
quently find it expedient to supplement their established 
supply-store connections with our highly adapted facili- 
ties. And we welcome new business. 


PELCO 


PELICAN WELL TOOL & SUPPLY CO. 


Lake Charles — Converse — Many — Monroe — Houma 
Kilgore — Willow Springs — Houston — Refugio 
SHREVEPORT, LOUISIANA 























NEWS from the 


Industry’s EQUIPMENT MAKERS 








Liquid Level Control 
Used on Boiler Feed Line 

An interesting installation of feed wa- 
ter regulators of the column 
just been made by Natural Gas Equip- 


type has 


ment Company of Los Angeles in the 
General Pe- 
Cali- 


original 


Maynard pumping plant of 


troleum Corporation at Burbank, 
The 
adaptation of the new design liquid level 
pilot 


motor 


fornia installation is an 


controller and N. G. E. precision 
which actuates a Wilgus-N. G. E. 
valve in the feed water line to the boiler. 
Colmonoy Metallic Crystal 
Is New Supply Organization 
Colmonoy Metallic Crystal 
pany, with headquarters at 2 Southeast 
29th Street, Oklahoma City, Oklahoma, 
has been organized to handle the Mid- 
Gulf Coast 
Colmonoy §hard-facing 


Com- 


Continent and distribu- 


tion of and 


hard-set material, which is basically a 


metallic boride with extreme tough- 


ness, hardness and light weight, ac- 


manufacturers. It is 


Los Nietos, 


cording to the 
made by Colmonoy, Inc., 
California. 

R. C. Grinnell is head of the organi- 
zation, which will also maintain ware- 
office at 3205 


Ben J. 


and Harrisburg 


Houston. 


house 
Blvd., 


charge of service, while A. B 


Ross is in 
Leonard, 
sales manager of Colmonoy, Inc., is at 
present in the Houston 

Robert J. Miller is 


territory 


also connected 


W. P. KNIGHT 


with the orgnization in the Houston 
district. He will continue to represent 
Fluid Packed Pump Company and 
Shaffer Tool Works as well as the new 


company. 


Rector Well Equipment 
Names Two Representatives 
a 
on 55. -Gu 
tive for 


Rector announces appointment 


Cron as Gulf Coast representa- 
Well Com- 


Rector Equipment 


A tool rack that recalls the early days in California, when cable tools were used and when they 


were rented in the oil fields around Coalinga. R. 


Baker, president of Baker Oil Tools, Inc., is 


shown, as he recalled the history of some of the tools he rented when he was just breaking into 


the oil tool business about 25 years ago. 


Mr. Baker takes a personal pride and interest in 


keeping the rack in ship shape. 


pany, working out of the Houston branch 
at 2301 Commerce Street. Cron was for- 
merly associated with L. L. Rector in 
Wyoming, where he entered the oil tool 
business in 1921. For three years he 
served Frick-Reid Supply Company in 
North Texas, 1927-1930, following which 


Cc. L. CRON 


he worked in the natural gas business un- 
til his recent connection. 

W. P. “Red” Knight is now represent- 
ing Rector Well Equipment in West 
Texas, with headquarters at Midland, 
following a period of three years service 
in that area with the Gulf Production 
Company. Knight was associated with L. 
L. Rector in Wyoming in 1924, and later 
in the Texas Panhandle, with the open- 
ing of that field. 


Chicago Pneumatic Adds 

To Its Equipment Line 

Company, 
approxli- 


Chicago Pneumatic Tool 
New York City, which for 
mately two years has acted as general 
sales agent for Mitchell Diamond Drill 
Company, Ltd., San Francisco, Califor- 
nia, announces that it has purchased 
the patents, good will and tangible as- 
sets of that company and has taken 
over its personnel. The manufacture of 
Mitchell diamond drills, parts and fit- 
tings, as well as “ready-set” bits will 
be continued at San Francisco for the 
present. Later Chicago Pneumatic Tool 
Company will transfer the manufac- 
turing operations to its plant at De- 
troit, Michigan, where CP rock drills 
and pneumatic hammers are made. The 
world-wide sales and service facilities 
of Chicago Pneumatic Tool Company 
will now be available to the numerous 
users of Mitchell diamond drills. 
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“At the time of the Spindletop 
boom,” relates James Keoughan, “Gov- 
ernor Hogg and myself sat at the same 
table in the Crosby House. Scott, a 
little black negro and about the best 
waiter in the hotel, waited on us. One 
morning we had a new waiter and 
Scott was on another table. The Gov- 
ernor hollered ‘Come here Scott!’ and 
asked him ‘how is it you are not wait- 
ing on this table this morning?’ 

“The negro stuttered and finally said, 
‘Well, Governor, it is just this away; 
yesterday was pay day and I got in a 
crap game and all I had left was my 
clothes and and I had to have 
clothes to wait on the table, and that 


you, 


boy what is waiting on you now won 
you.’ 

“Hogg looked at me and _ said, 
‘Keoughan, isn’t that hell that an ex- 
governor of the State of Texas should 
be put up in a negro crap game and 


>) 


shot for: 


It was a late hour when the hostess 
of the party requested a bass singer 
to sing something. He protested: “Oh, 
no; it’s too late. It would disturb your 
neighbors.” 

“Not al all,” declared the lady. “Be- 
they poisoned dog last 


sides, our 


week.” 
She—I like to dress to match my 
complexion. 
He—But 


tumes are very expensive, aren’t they? 


those hand-painted cos- 


Now, Tommy, run upstairs and get 
baby’s nightgown. 

Don’t want to. 

Oh, well, if you’re going to be un- 
kind to your new little sister she may 
put on wings and fly back to heaven. 

Then let her put on her wings and 
get the nightgown. 


All right, sir, all right. You will get 
served in time. 

Yes, but I’m anxious to get through 
this meal 
any more. 


before you raise the prices 


Why are you letting your son study 
those dead languages in college? 

I’m expecting to make an undertaker 
out of him. 

“Who is the speaker of the House?” 

“In our house it’s mother,” respond- 
ed a boy. 


A Gulf Publishing Company Publication 


We can’t pay you this $20 money 
order unless you bring somebody to 
identify you. 

That’s hard luck! There’s only one 
man in this town who can identify me 
and I owe him $20. 


State the number of tons of coal 
shipped out of the United States in 
any given year. 

In 1492—none. 


Tell your wife not to worry about 
her being a little deaf. It is merely a 
sign of advancing years. 

Doctor, would you mind telling her 
yourself? 


Do you know anything about flirt- 


ing? 
I thought I did, but the girl I tried 
my system on married me. 


Housewife—Why do you go around 
begging when there are relief agencies 
established for the very purpose of 
aiding people who are in distress. 
people ask so 


Tramp—Aw, those 




















many questions and make it so un- 
pleasant that I would almost rather 
work than accept anything from them. 


That was a very beautiful picture of 
Mrs. Gabber, but there was something 
about it that was not natural. I wonder 
what it was? 

She had her mouth shut. 


“What can be the cause of that 
crowd over there?” 

“I can’t imagine. Vulgar curiosity, I 
presume.” 


“Let’s go over and see.” 


Mrs. Brown, mother wants to know 
if you'll lend us your rooster for to- 
night. 

My rooster? What for? 

Dad’s got to get up early tomorrow 
morning and our alarm clock is busted. 


Did you hear about Pat O’Rourke 
gettin’ drowned yesterday? 

Drowned, no! I thought he was a 
first-rate long-distance swimmer. 

So he was, but you know what strong 
union principles he had. Just as he was 
about to reach the shore he heard the 


whistle blow and he quit work for the 


When Oil Men 
Come to Our Country 


We are recognized authorities on equipment for the area 
we serve. We have been here so long that there has 
been time and opportunity for close adaptation. We are 
manufacturers, and we distribute for manufacturers who 
respect our knowledge of the requirements of the men 
we serve. When Oil Men come to our country they fre- 
quently find it expedient to supplement their established 
supply-store connections with our highly adapted facili- 
ties. And we welcome new business. 


PELCO 


PELICAN WELL TOOL & SUPPLY CO. 


Lake Charles — Converse — Many — Monroe — Houma 
Kilgore — Willow Springs — Houston — Refugio 
SHREVEPORT, LOUISIANA 
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FAIRBANKS-MORSE 
DIESEL 
DRILLING ENGINE 


Here is a drilling power that will 
solve the water shortage problem and 
effect economies in fuel and other 
expenses as well. We secured it first 
hand from the original purchaser 
who used it to drill only one well. 
We are now completely over-hauling 
it under the direction of an expert 
engine mechanic. It is technically 
85% new; and actually the same as 
new for all practical operating pur- 
poses. The complete power unit con- 
sists of the following equipment: 


We are just now finishing a complete 
and thorough overhaul job on this 
equipment at Wichita factory 
and delivery of the complete and 
tested equipment can be made within 
a week or ten days. Here is a genu- 
ine value, one that we 
guarantee in respect a bar- 
gain that cannot be duplicated any- 
where. The very same type of equip- 
ment, costing practically twice as 
much, but capable of no more satis 
factory being used by 


our 


positively 
every 


service, is 


many operators. 


PRICE 


De 


$3,790 
It 


You can purchase this engine without the 
necessity of having to mepect it It carries our 
regular guarantee If any defects or misrepre 
sentations develop within ten days after it goes 
on your job we will make fair and proper 
adjustment. 

If interested, wire or telephone our nearest 
store or sales office “Station to Station’ im 
mediately as this type of equipment will be 


“snapped-up” quickly. 
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Lufkin Equipped East Texas River Bed Installation, Deep Rock Oil Corpora 


DEPENDABILITY! 


Prime Requisite for 
River Bottom | ,umping 


River bottom pumping necessitates the very 


best in dependable equipment. Dependability 
of increased importance during over-flow 
periods—insures continuity of production 
and freedom from interrupted service—so 
costly to the producer. 
The installation above is a typical Lufkin 
- river bottom job—designed and equipped 
throughout by Lufkin. 
\ request to the Lufkin, Texas, office of the 
Lufkin Foundry & Machine Company will 


bring complete details. 


LUFKIN 





POINTS OF ROLLING CONTACT 
4uswmte K FULL GAUGE HOLE 


“HUGHES TOOL COMPANY 





